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PREFACE 

The block system is dow in uae on over 25,000 miles 
of railroad in America, and it seems likely that this 
mileage will he steadily increased. Ten years a^o, 
when "American Practice in Block Signaling" was is- 
sued, only about one-tenth this number of iniles of 
railroad was worked in this manner; and but few rail- 
road companies appeared to deem block signals neces- 
sary. Now, over fifty roads have adopted the system 
for at least a short length of line, and 27 of th^n have 
it in use on over 100 miles each. This fact— that prom- 
inent companies all over the country now fully appre- 
ciate the value of the space-interval principle, and are 
putting it in use on their busiest lines — is the most im- 
portant one to be noted in this revised edition of 
"American Practice," But the numerous modifications 
.ind improvements in electrical and other machinery 
used in block signaling, which have been made since 
1890 are of at least equal interest; and the bulk of the 
book la, of course, taken up with these. 

The matter has been entirely rewritten. Nearly or 
quite every mechanical or electrical device described 
in the former work has been improved or superseded, 
and the illustrations now given are all new. Illumi- 
nated semaphores have made no progress and are 
omitted. 

The aim has been to treat the subject from a prac- 
tical standpoint; to show well-approved practice, 
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i THE BLOCK SYSTEM 

rather than ideals or experiments, ho«evei' desirable 
or hopeful these may be. History is touched upon only 
incidentally. 

The student of block signaling encounters interlock- 
ing at almost every turn, and it is believed that no 
apology is necessary fM" adding to this work brief de- 
scriptions of the principal types of interlocking ma- 
chines in use in America. In these descriptions, as in 
those of the mechanical features of block signaling, 
the purpose has been to show the methods of working, 
rather than details of material or construction. Signals 
and signal machinery have been developed by many 
different engineers and inventors, and the experience 
and studies of these men have been extensive and 
varied; so that the number of devices having merit is 
large. To adequately describe these, or even to out- 
line the present "state of the art," would require a 
treatise, and lead beyond the scope of this work. 

I have to acknowledge many courtesies from the 
signal companies of whose machines and signals I 
have §iven accounts; from officers of the railroads 
whose practice is described, and from Messrs. Henry 
M. Sperry, G-eorge W. Blodgett and Sidney Johnson. 
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THE BLOCK SYSTEM 

/ 

CHAPTER I 
THE TELEGRAPH BLOCK SYSTEM 

The terms "block signal" and "block system" are 
somewhat arbitrary, but their meaning is Bimple. 
"Block system" is osed to designate any means of 
maintaining a fixed minimum interval of space be- 
tween two railroad trains traveling in the same direc- 
tion on the same track. The system was used In Eng- 
Uind long before it was tried in America; and the 
practice, with the accompanying development of ter- 
minology, was a gradual growth from the early times 
when a prescribed interval of time was the means 
ased for avoiding rear collisions. The time interval 
is still In use on roads or parts of roads where trains 
usually follow one another only at long intervals; and 
also on many other lines, the managers of which deem 
the cost of working the block system too great to be 
justified by their resources. 

The simplest method of maintaining a apace interval 
between trains has been designated by the American 
Railway Association the "Telegraph* Block System.'' 
The first use of this in America, at least on any ex- 
tended scale, was on what is now the Pennsylvania 
railroad, between New York and Philadelphia, and the 
rules and practice of that road will be first described. 

The railroad (double track) is divided into block sec- 
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8 THE BLOCK SYSTEM 

tions, each section, for brevity, being called a block. 
These sections vary in length from less than a mile, 
where trains must be very frequent, to three miles oi 
even longer, where a longer interval of time between 

A 



Fl«. 2.(«1 Fig. 2.(b) Fig. 3. 

Semaphore Signah 

trains will not cause inconvenient delays. The maiD' 
line of the Philadelphia division of the Pennsylvania 



NOTE— Tnp semapbore signal (Fig. 2) Is usually from 20 ft. ta 30 
ft. high. Tbe arm Is of wood, and tbe post usually of wood, alcbougb 
tubular Iron poats hnvi; lately come Into nge. On most roads the front 
of the arm IB painted red, but yellow la the color used both for home 
and distant signals on tbe Peansylvanla Lines West of Plttsburgb 
on the Cincinnati. New Orleans & Teiaa Pacific, and on tbe Oblcago 
& Alton. The color of a semaphore, however, has no slgnlflcance to 
the englneman. Distant signals are usually painted green. White Is 
tbe most common color for tbe backs of all signal arms. At night 
the signal indication la given by a lamp. In Fig, 2b the light showa 
uncolored or "nblte;" In Fig. 2a It shows red, the red glaaa belne 
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THE TELEGRAPH BLOCK SYSTEM " 9 

from Philadelphia westward to Harrlahurg, is 105.3 
miles long and is divided into 51 block Bectiona. One 
block, near Leaman Place, is 3,9 miles long and two 
others, about 20 miles east of Harrisbnrg, are 4 and 
4^ miles, respectively; bnt throughout the rest of the 
division the lengths are much less. For example, from 
Philadelphia to Glen Loch, 25.3 miles, the block sta- 
tions are those with which a telegraph call is shown 
in the table on page 10. 

At the entrance to a block, A B, Pig. 1, ia a sema- 
phore signal, a, by which the signalman or operator 

^ > TO PHlLAPELPHtA ^ — ■ 

' ,; |- TO MEW YOmc ~~SB 

Fie. 1 — Typical Block Section Between Neto York and Philadelphia 

can control passing trains. This semaphore, shown in 
Fig. 2, is worked by a lever in the cabin, connection 
being made by an iron rod {gas pipe) or by wires. To 
stop a train the arm of the semaphore is pnt in the 
horizontal position (a, Fig. 2); to indicate that the 
block is clear it is put in the inclined position (&, Fig, 
2), The Pennsylvania formerly used, in block signal- 
ing, a disk, which vras shown at or withdrawn from an 



brought In front of tbe lamp by the movement of tbe signal arm. 
Another llgbt arrangement Ib sbowD !n Fig. 34. 

It Is tbe rule to set semaphores at the right hand aide ot the track 
which they gOTcrn, and the arm always estends or hangs at the 
right side of the post. Tbe counter weight, fixed to the balance lever 
below Ibe signal, la designed to Insure that, la case of breakage of 
tbe wire or other connection between the cabin and the signal, the 
signal arm shall move to tbe horizontal or "sti^" position If It Is 
not already there. The ladder (seen In Fig. 2a) Is to enable the attend- 
ant to reach the tamp. 
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10 THE BLOCK SYSTEM 

opeaing in a box, but the semaphore has beeo stand- 
ard now for many years. 

On the approach of a train going east (bound for 
New York) the signalman in cabin c, at A, if there is 
no train on that track between A and B, puts the arm 
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of the signal, a, in the inclined position, which iuformR 
the engineman that the track is clear as far as signal 
b at B. Tlie train proceeds and, after it has passed, the 
signalman puts his signal back in the atop position. 
After the train has passed the signal at B, the signal- 
man there notifies A of the fact, and signal a may then 
be lowered whenever needed for another train. 
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BLOCK SYSTEM ON THE PENNSYLVANIA 11 

At each signal station nr cabin the signatmati keeps 
a record of trains in form like that here shown. 

This facBimile shows the first few lines of one-half 
of a signalman's daily report, the other half (showing 
westward trains) being in similar form. The engrav- 
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ing is reduced somewhat from the actual size, and the 
column for remarks is wider, in proportion to the other 
columns, than is here shown. The sheet has a space 
for recwding the state of the weather three times a 
day, and each operator records on it his name and the 
hours during which he serves, thus: J. Smith, Vi mld- 
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12 THE BLOCK SYSTEM 

Dight to 7 a. m.; P. Jones, 7 a. m. to 7 p. m.; Smitb, 7 
p. m. to 12 midnight. "Da" ia tlie station west of Frank- 
lin Park and "Cn" is the station east The engine 
numbers without train nnmbers denote freight trains 
not scheduled. The blanks in certain items, as, for ex- 
ample, engine 1,561 at Cn, are due to the fact that at 
this point the freight tracks, Nos. 2 and 3, are not or- 
dinarily block-signaled. The reader will bear in mind 
that this is a four-track railroad; for a two-track road 
the columns headed "Track" wonld be omitted. 

The signalman's cabin c is usually a two-story frame 



^ ..V 



(xj<y><!yx>jxxj^ 



Fig. ^— LooifctnB We»t Fig. 5— Looking Weii 

building about 12 ft. x 15 ft., the ofBce being in the 
second story, where can be had a good view over the 
tops of cars. Where there are switches the cabin Is 
made larger, to give room for the interlocking frame. 
At some very small stations the signalman, who also 
ia the only telegraph operator at the station, is in the 
station building, on the ground floor. The levers for 
working the signals stand in the middle of the cabin 
and the connections run out through the basement. 
Aside from the levers the only apparatus used by the 
signalman is the ctHnm<m Morse telegraph. He keeps 
white, red and green tiaga, and lanterns of the same 
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BLOCK SYSTEM ON THE PENNSYLVANIA 13 

colors, for use Iq case the regular apparatus should 
(aU. 

Figs. 3, 4, 6, 6, 7 show different arrangetnents of 
signals. In Fig. 3 the armB for both eastbound and 
westbound are on one post, and me lamp placed be- 
tween the two arms answers for both. If the signal is 
south of the tracks it must be high enough, so that 
engiuemen passing on the north trach can conveniently 
see it over the top of an eastbonnd train. In Figs. 4 
and 5 there are four tradis, two westbound on the 
right and two eastbound on the left. 

Signals on bracket posts are in some leases made of 
different heights for different tracks. Thus, if tracks 



Fig. 6 

1 and 4 were used for passenger trains and tracks 2 
and 3 for frei^t trains, the posts of signals a and d 
would be made 7 ft. higher than those of signals b and c. 
In Fig. 6 the signals are placed east and west of the 
station, respectively, so that passenger trains, when 
stopped by the signal, will be in a convenient position 
to take and leave passengers. With signals arranged 
as in Fig. 3 or located as in Fig. 1 (exactly opposite the 
station), convenience requires a rule permitting pas- 
senger trains to run a short distance past a stop signal 
so as to stop at the platform and thus economize time 
wbenever it is necessary to wait for the block section 
to be cleared, 
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14 THE BLOCK SYSTEM 

In Fig. 7 o is called the home signal aod b is the 
"starting" signal. With this arrangement, an east- 
bound train which has to wait for a preceding train to 
pass station before signal b can be lowered to the 



Fig. 7 

"all-clear" position, can stand at the station, between 
signals a and b; and signal a being put in the stop 
position, the signalman (B) can notify station A to per- 
mit a following train to come on as far as a. 

In Fig. 8, d is a distant signal placed 1,000 ft. west 
of the westernmost stop signal, to be used to repeat the 
indication of the latter. This is to save the time of 
fast or heavy trains whenever, on account of tog, snow 
01' smoke, or because there is a curve in the road, the 
home signal cannot be seen by an approaching engine- 
man until he gets close to it. By being informed a 
thousand feet away that the home signal is "all clear" 
the engineman is saved the delay involved in slacken- 
ing the speed of his train in order to And out in seaiSon 
whether or not it will be safe to pass the home signal. 
The distant signal is worked by a wire, strung along- 
side of the track, on short stakes, and Its lever is in- 
terlocked with that of the home signal, and also that of 
the starting signal, so that the distant signal cannot 
be put in the clear position until both the others have 
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BLOCK SYSTEM ON THE PENNSYLVANIA 15 

been put in that position. And before the home and 
starting signale can be pnt back to the horizontal posi- 
tion the distant moBt be put bacli, so as to indicate 
to an approaching enginetuan that he must expect to 
find the home signal at "stop," 

Distant signals are generally placed not less than 
800 ft. nor more than 2,500 ft. from the home signal. 
Where the grade is descending it is castomary to set 
the signal farther back than on level lines. Where two 
block stations are near enough together the distant 
signal of Station B can be put on the same post with 
the starting signal of station A, the distant arm being 
placed below the "stop" arm. 

Where block sections are long it may frequently be 
found desirable to move two or more trains, one after 
the other, nearer together than the length of a block. 
To provide for this a "permissive" signal is given, vir- 
tually suspending the block system for the time. The 
signalman leaves his signal in its normal or "stop" 



Fig. 8 

position and shows to the engineman from the window 
of the cabin a green flag or (at night) a green light, 
indicating thereby that the last preceding train has 
not yet gone out from the farther end of the block. The 
engineman who receives such a signal must move his 
train slowly enough to avoid the possibility of run- 
ning into the preceding train. On straight lines, in 



^cibyGoOi^lc 



16 THE BLOCK SYSTEM 

clear weather he may be able to maintain the speed at 
the regular rate, but on curveB, in hilly country he may 
have to reduce it to ten miles an hour, or even less, for 
the preceding train may have been compelled by some 
unforeseen circumstance to come to a full stop on a 




Fig. 9 



sharp curve, where the view from the rear is obscured. 

Many of the signals on the Pennsylvania are ar- 
ranged so as to give three indications, as shown in I^g. 
9, thus enabling the signalman to give a permissive 
signal with the semaphore alone. The semaphore cast- 
ing carries two glasses, a red and a green, the green, 
being for the night indication of the position shown at 
b, Pig. 9. 

The position shown at a, Fig, 9, indicates all-clear, 
that at b indicates that the preceding train has not 
cleared the block section. 

On the Pennsylvania Lines West of Pitteborgh the 
three-position semaphore is so designed that in the all- 
clear position the arm will hang precisely vertical, as 
in Fig. 10. This arrangement makes a better distinc- 
tion between positions a and b, while at the same time 
it avoids placing the arm exactly in line with the post. 
If, with the signal shown in Fig. 9, the arm were put 
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BLOCK SYSTEM ON THE PENNSYLVANIA 17 

in a vertical position, it would practically be hidden, 
and an approachiug eDgineman would be in doubt 
whether it had not been accidentally broken off while 
in the stop position. It ia a fundamental principle of 
all good signaling that the engineman shall receive 
positive information as to the state of the line, 

A three- position signal is worked by rods; with a 
wire the several positions could not be maintained 
with sufficient accuracy. 

The following paragraphs in small type are the block 
signal regulations issued by the Pennsylvania Railroad 
to signalmen, enginemen, condaetors and all concerned. 
The references are to explantory notes following the 
rules : 

BLOCK SIGNALS 

201. The section of traok between two block stations is termed 
a "block." 

Trains running by block signal rules are to be governed abso- 
lutely by tlie fixed signals at block stations' and will not observe 
Roles Nob. 87. 88 and 89. 

202. The block aignals are absolute or permissive. For the ab- 
solute block they will display red or white: for the perniissive 
block, red, green or white. 

Red indicates that the block is not clear, and means stop. White 
indicates that the block is clear, and is permission to proceed. 
tireen indicates that there are one or morn trains on the block 
and is permission to pr ceed w tb tb s knowledge 

Where a semaphore arm s used a hor zontal pos t on meana 
the same as red nearly rert al the same as wh te and nciined 
midway between these pos tions the same as ereen 

203. ?i ght signals must be d splayed fr m one hour before san 
set until one hour after sunrise and whe from f<^ or other 
cause, da; s gnals aunot be dearl; seen 

204. The 8 gnal m at always display red excepting when 
chansed to white or green to perm t a tra n pass As tto n as 
the whole of a train has passed the s gnal and not before t must 
be returned to red Wlen d splay ng wh te or green the s g al 
must be held br th hand and n t fastened 
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18 THE BLOCK SYSTEM 

205, No traiD must pass a block station while red is displayed, 
excepting uoder the circamstanceB herein provided for. 

A train approaching a block station must so run that it can be 
stopped before the engine passex the sJKnal, if the signal to pro- 
ceed is not displayed'. 

A train mnst not be backed after stopping at a block station'. 
If from any cause the engine shall have passed the signal without 
the signal to proceed having been displayed the conductor will 
personally direct the engineman to proceed, after the proper signal 
is displayed. 

Id ttie absence of any signal at a block station trains must stop 
and ascertain the cause. 

If a train arrives at a block station where the operator is ab- 
sent or disabled, or where the signal is not working, and orders 
cannot be obtained, the train shall proceed as if green were dis- 
played*. 11 there is an operator on duty and he cannot get orders 
for the train, he must give it written notice of the reason for the 
proper signal nut being displayed. 

It the telegraph line fails after a train enters a block, and the 
block cannot be ascertained to be clear for an approaching train, 
such train shall be stopped by red and notified by the operator in 
writing. Green shall then be displayed for the train to proceed. 
Where the absolute block is used, it shall proceed, after ctetting 
such notice, as if green were displayed'. 

'200. When a train approaches a block station white will be 
displayed, if there is no train upon the block ahead. 

207. Where the absolute block is used, red most continue to be 
displayed after a tr^n has entered a block until it has cleared it 

208. Where the permissive block is used, red mnst continue to 
be displayed after a passenger train has entered a block until it 
has cleared it. After any other than a passetiger train has en- 
tered a block, and has not cleared it, greeo mnst be displayed 
for any following train approachmg. If the following train is a 
passenger train. It must first be stopped by red and notified that 
there is a train ahead, unless the latter has had time to reach 
a crossing or siding on the block'. 

209. When a train is required to cross oser to the opposite track 
between block stations, the conductor, before crossing over, must 
so notify the operator at the block station to he last passed This 
operator must notify the operator at the next block station in the 
direction in which the train is moving who must display irreeii 
for any train approaihing on the oppisite track, until informed 
that the train that nas to cross over ha" reached one of the block 
itations The tram must not enter the block until the conduct r 
IS informed that the operator at the next block station has been ■< > 
notified and Rules ^os 100 101 and 102 must be observnd" 
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210. At starting and juoction points trains must not enter on 
the main track until tlie signal to proceed is given. This signal 
must not be given until the train has been protected on an; track 
it is to enter upon or cross. Such protection must be by notice 
to the block stations In the proper directions and by the nse of sig- 
nals as required by the rules or by fiied distant signals. 

211. Operators must promptly report to the next block stations 
in each direction the movement of trains passing their atationa. 
A train must not be reported as having passed until the rear end 
has passed at least 100 yards beyood the block signal'. 

212. When a passenger train is stopped by the block signal at 
a station where it receives or discharges passengers, it may run 
to the platform, and, if the block signal cannot be seen by the 
engineman, the conductor will, after the proper signal is displayed, 
personally direct him to proceed"". 

213. If a train passing a block station has no markers displayed, 
the operator must notify the operator at the next block station 
ahead, nho must signal the train as per Rule No. t>2, and the train 
must be governed aecordingly. Notice mnst also be given to the 
block station in the rear, and the intermediate block in that direc- 
tion must not be considered clear until inf<>rmation is received 
from the conductor that he has all his train". 

214. An operator having orders for a train must display a red. 
or train order, signal in addition to the block signal. 

215. Operators will be governed by the following telegraph sig- 

"G" Is the track clear? 

"No. 1" Track is not clear— hold the train. 

"O K 35" Track is clear— let train come on". 

216. The rules relating to Block Signals do not relieve train- 
men from observing all rules in regard to the protection of their 



NOTES ON THE RULES 

(X). Will not observe the time-intepval rules. (2). A 
signal must not be fastened in a position to permit 
trains to pass, lest the signalman turn his attention to 
other duties and forget what or how many trains he 
has permitted to enter the hloclf. 

(3). To guard against violations of this rule where 
there is no distant signal, the 300-ft. leeway, provided 
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20 THE BLOCK SYSTEM 

for in Rule 211, is prescribed. In some cases this lee- 
way ie made 900 ft. 

(4). The movement of a train is from one point to 
another. A train, after passing any given point has 
surrendered the track at that point to following trains 
and hasj no right to it whatever. This principle is 
fundamental in train movement, though not often men- 
tioned in rules. It is especiallj important where per- 
missive block-signaling is practiced, as the engineman 
of train B, closely following train A, may be depending 
upon the movement of the tail end of train A, on which 
he constantly keeps his eye, to guide him in the regu- 
lation of the speed of his own train, 

(5). It is to be borne in mind that these regulations 
are for a double tiiick railroad. On a single track, with 
trains liable .to come from the other direction, the fail- 
ure of the telegi'aph \(ire or the disablement of the 
operator would compel a train in such a situation to 
wait indefinitely, or to proceed only after sending a 
man ahead with atop signals, the train then following 
far enough behind him to give room for any opposing 
train to be stopped. Only in this way can the block 
system afford full protection from collision on a single 
track line. 

(6). This refers to block sections where, ordinarily, 
no permissive blocking is authorized. 

(7). Ordinarily passenger trains are never stopped as 
prescribed in Rule 208. The time at which a passenger 
train is due, say, at station B, is known to the con- 
ductor of any preceding inferior train, and he calcu- 
lates to clear station C before the passenger is due at 
B. If he cannot do this he does not enter block B C. 
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but puts his train on a side track and waits for the 
pasBenger train to go ahead of him. If the passenger 
train is known to be behind time the train despatcher, 
whw keeps a constant record of all trains and their 
whereabouts, notifies the conductor of the inferior 
train so t^at he can go on ahead of the passenger. 

(8). The conductor of a train on track No. 2, moving 
from B toward C, desiring to cross over to track No. 
1, notifies the signalman at B; B informs C, and C 
cautions trains on track No. 1 moving toward B, ac- 
cording to the rule. Bules 100, lOX and 102 require a 



Fig. 11 

train crossing over to send out a flagman on track 1 
in the direction of C; and prescribe the method of pro- 
cedure if a freight gets caught at the crossover when 
superior trains are due from both directions. 

Crossover tracks which are near a signal cabin — say 
within 500 to 1,000 ft. — can be watched by the signal- 
man. At the principal stations on the Pennsylvania 
the switches of such crossovers, as well as those leading 
to side tracks, are worked from the signal cabin and 
their levers are interlocked with those of the signals, 
so that it is mechanically impossible for the attendant 
to give a clear signal to a train unless the switches are 
in the right position. Switches remote from a cabin 
may be controlled from the cabin either by an electric 
lock or by making the signalman the sole custodian of 
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the key to the switch. The latter method has not been 
used to anj extent in America; electric locks are used 
in a few places. 

(9). See Note 3, above. 

(10). See dlBCUBSion of diagram, Fig. 6. 

(11). Markers are the flags or lights at the rear end 
of a train. Their absence indicates that the train has 
broken apart and that a portion of its cars have been 
left behind. The signal prescribed in Kule 62 informs 
the trainmen that they have lost a part of their train. 

(12). These signals are purely arbitrary. The second 
one means "No; wait," the numeral "1" being the cus- 
tomary telegraphic signal for "wait." 

(13). No. 216 refers to the long-standing rules for the 
protection of trains from collision when running under 
the time-interval system. These rules, until recently, 
were very precise and elaborate, and in many situations 
would require a flagman to go back half a mile, and 
very likely delay his own or a following train, when 
his going back was unnecessary. With fast trains run- 
ning not more than three minutes apart, as is possible 
with the block system, but is not allowed with the time 
interval system (under which the flagging rules have 
been developed), a flagman may at times find it im- 
possible to carry out his regulations. Moreover, with the 
knowledge that the block system is designed to make 
collisioDS impossible, which flagmen and all concerned 
team by observation, all hands come to look upon flag- 
fling as unnecessary; and, as a consequence, the en- 
forcement of the rules becomes difficult. The Pennsyl- 
vania 'flagging rule is now that of the standard code of 
Ihe American Railway Asaociation, which is very brief, 
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leaving large discretion to the conductor, who, of 
coarse, Is responsible tor the efficient performance of 
duty by the flagman. The rule reads: 

99. When a traiD stope or is delayed under circumstances in 
wbicb it m&7 be overtaken by another train the flagman must go 
back immediately with atop signals a sufficient distance to insure 
full protection. When recalled he may return to hii train, first 
placing two torpedoea on the rail when the conditions require it. 

COST OB- INSTALLATION AND MAINTENANCE 
From what has been said concerning the different 
arrangements of signals it will be seen that the cost of 
the apparatus necessary for block signaling will vary 
according to the extent of the conveniences provided. 
The simplest semaphore, with connectiions to the office, 
can he estimated at |i50 to $75. The addition of start- 
ing or distant signals would increase the cost nearlj' 
in proportion to the increase in the number of signals. 
Where an additional telegraph wire has to be put up 
in consequence of the introduction of the block sys- 
tem the cost of wire (iron) in place will be about |25 
to f35 a mile, the poles being already in place. Ckipper 
wire costs several times as much per pound as iron, 
but a smaller size can be used, so that the additional 
cost of a line would be perhaps |20 a mile. The tele- 
graph instruments for an office (one line) will cost 
about f 10. There must be a main battery every five 
or ten miles, as on a busy road not more than from 
four to eight offices can use the same wire. A two- 
story signalman's cabin costs about fSOO. A cabin not 
too large to be carried on a platform car — aay not over 
10 ft. square — can be built in the shops at much smaller 
cost. But this, of course, can be done only where the 
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road between the shop and the proposed location is 
sufficiently free from side and overhead obstructions 
to permit the transportation of the cabin. 

With the telegraph block system the principal item 
of maintenance is the wages of operators and inspec- 
tors, to which is to be added the maintenance of build- 
ings, with fuel and lights, where a building is erected 
especially for this service. At stations where opera- 
tors have no switches to attend to, and no other work 
of any kind, they work 12 hours each, daily, seven days 
in the week. The pay for these men on the Pennsyl- 
vania is from $45 to |55 monthly. Where the duties 
are more complex the pay is higher, and where a con- 
siderable number of interlocking switches is operated, 
the working time for each man is eight hours daily. 
The men at these important cabins are paid, on the 
Pennsylvania, from |50 to |70 per month. The duties 
of the inspectors are light, as far as simple block sta- 
tions are concerned. Their work is chiefly in connec- 
tion with the interlocking apparatus of switches and 
the signals which control them, and the time spent in- 
specting simple block stations is treated as a secondary 
matter. 
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CHAPTER II 

THE TELEGRAPH BLOCK SYSTEM.— Con (inued 

THE WEST SHORE, THE ERIE AND THE BDBLINGTON 

The most prominent roads which adopted the block 
system next after the Pennsylvania were the Sew York 
Central & Hudson River, the Erie, the Chicago, Bur- 
lington & Quincy and the West Shore, the latter now 
a part of the New York Central. The Central early 
adopted electric locking apparatus for controlling the 
operation of the signals in one cabin by apparatus 
manipulated in another, and its practice will be de- 
scribed in a subsequent chapter. 

On the West Shore the practice is- subetantially the 
same as that of the Pennsylvania, already described, 
though, in consequence of the much smaller volume of 
business, the arrangements are less elaborate. Nearly 
all the signal oflBces are in the stations. Permissive 
signaling is done only by written notice. That is to 
aay, if a train is to enter a block section before the last 
preceding train has cleared it, the signalman, before 
pwmitting it to pass his ofttce, delivers to the con- 
ductor and engineman each a notice in form like the 
following; 

WEST SHORE RAILROAD— BLOCK CLEARANCE 

A. , 8.10 A. M.. Dec. 35. 1899. 

To Conductor and EDglnemsn Estra 146: 

No. 3 left hpre at 7,55 A. M. Not clear at R at 

S.Oe A. M. Jonas Smith, Operator. 

A signalman on the West Shore does not record the 
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time of trains at the preceding atation; B records the 
time at B and at C, but not at A, 

WTiere a freight conductor puts hiB train on a aide 
track to be passed by more tlian one superior train, 
and the side track is not within the control of the 
signalman, the conductor sends word to the block- 
signal oiBce what and how many trains he intends to 
wait for, thus guarding against misunderstanding. 

The West Shore road was opened from Weehawken 
to Albany June 9, 1883, and to Buffalo January 1, 1884; 
and the block system was put in use from the start. 

The Eiie road (east of Buffalo and Salamanca) be- 
gan using the block system in 1887. For about 4G 
miles, near New York (Jersey City to Turners) electri- 
cally locked apparatus is used, but on the rest of the 
road the practice is substantially the same as that 
which has been described, except that bella, with a 
brief oode, are used, instead of the Morse telegraph 
with its comprehensive code. Thus the Erie was the 
first road in this country to establish block stations 
without the "Morse." The New York Central had sev- 
eral years before that put in use the Sykea apparatus 
on a few miles of its busy lines close to New York 
City, but every cabin had the telegraph also. The Erie 
in adopting bells and bell signals in place of the tele- 
graph made a new departure, the radical difference 
between its method and that of most other roads being 
that in an emergency new signalmen could be obtained 
at shorter notice. The proceas of learning to send and 
receive at good speed by the Morse telegraph is very 
slow. With the bells but a limited code of signals is 
possible or is attempted; and the code which ia in 
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everyday use and must be committed to memory is 
exceedingly brief, and can be mastered bj anyone in a 
few minutes. 

At the present time ttie greater simplicity of the bell 
code gives little or no advantage, in the matter of 
wages, because telegraph operators with considerable 
experience can generally be hired for the same pay 
that is required to secure non-telegraphers of the re- 
quisite mental equipment and moral character to per- 
form the duties of a signalman. 

Throughout the Erie lines the signalman is forbidden 
to give permissive signals except when authorized by 
the train despatcher to do so. 

The apparatus used in Erie signal cabins is almost 
as simple as a common electric door bell. Each cabin 
has two ordinary vibrating bells. The code of signals* 
is similar in principle to that which has been used for 
many years in England. The arrangement of the bells, 
batteries and wires in two adjoining cabins is shown 
in Fig. 12. The apparatus at the first station is shown 
at A, and that at the second at B. The bell a is that 

•The principal clnnsPB of thP lOric bpll code are as below, 

RlQgB. 

1 AcknowJedEineiit of any sIgnaJ ^cept as bereln provided. 

2 Tea. 

3 Is blook clear? Anawer bj 2 nr 5. 

4 Train bss entPred biock. 
6 Block not clear. 

2-1 No. 

■i-i Has train clenredV Aaawer b; 4-2 or 5. 

3-3 TralL Is on elding clear ol main track. 

S-3-3 TralD to jou broken In two. Answer by repeating 3-3-3 to 

4-2 Train haa cleared. 
B Stop train. Has fo markers {tail-end signals). 
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on which A receives signals from the next station to 
the west. E, a bell of larger size, giving a different 
tone, gives him his signals from the next station to 
the east (B). At f is the transmitting key, having 
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Fig. IS — Wiring for Block Signal Bell CiTcuiti on Erie Railroad 

upper and lower contacts. The battery is indicated by 
X, and G is the ground. 

The tiansmitting key f is shown on a larger scale in 
Pig. 13, in which A is a cross piece above or ontside 
of the key. The full line ehowH the connection to the 
upper contact, against which the key is normally 
pressed by a strong spring, and the dotted line is the 
connection to the lower contact. 

Eeferring to Fig. 12, the depression of key f rings 
the bell P at station B, the circuit being from the bat- 
tery at A through key f, the line, upper contact of 
key e and wire 2, The depression of key ^ at B in the 
same manner rings bell E at A. 

Bell H at B gives signals from the next cabin, C. 

The cost of fitting up a cabin with the bell apparatus 
is not materially different from that of equipping with 
the Morse telegraph. 
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The Erie has the block sjetem on a number of single 
track lines. On auch linea, where there are block sta- 
tions without passing tracks, the procedure, under the 
hell code, for blocking opposite trains is as follows: 
The signalman at B, Fig. 14, receiving word from A 
that a train is proceeding toward B, at once notifies C 
that such a train is coming; the signalman at C then 
takes care that no train leaves C going toward B until 
the train just signaled from A arrives at C. This is in 
addition to the regular bell signaling for making sure 
that each block (A to B and B to O) is clear, before anj 
train is permitted to enter that block. 

The arrangement at the signals at a typical blo<ji 
station of the Erie is shown in Fig. 15. The middle 
track, s 8 T V, is a siding to be used by freight trains 
which have to be set off to be passed by passenger 
trains. The switches, x x and z z, are worked by 
levers in the cabin, each pair of switches by a single 
lever. The levers are suitably interlocked with the sig- 
nals, 80 that a switch cannot be moved until the signals 



^ No Side Tr«ck "^ 

Fiff. li 

which regulate the approach of trains to it are the 
"stop" position. The signals are all worked by levers 
in the cabin. The switches, e at the outgoing ends of 
the turnouts are worked by hand, not being connected 
to the machine in the cabin, but they each have an elec- 
tric lock, connected by wire with the cabin, and they 
are thus under the control of the signalman. In con- 
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nection with each of these switches is a derailing 
switch, iv, worked by the same lever. When the switch 
is set for the main track the derailing switch iB set to 
throw off from the rails any car or train which may by 
accident or otherwise be moved on the turnout toward 
the main track. 

The arrangements are precisely alike for eastbonnd 
and westbound trains. On the approach of a train from 
the west (on track No. 2), which is to wait at this sta- 
tion for a faster train to pass it, the signalman sets the 
switches, z z, and pulls down the lower arm of the 



r- 



Fin. ^5 — Patting Side-Tracks — Erie Raitroad 

home signal h', which gives the engineman the indica- 
tion to proceed from track 2 to the turnout v v. This 
turnout is long enough to hold the longest train, or, 
say, 100 cars, 4,000 ft. After the train has cleared the 
main track, the switches, z z, are set straight, the lower 
arm of h^ is restored to the stop position, and then by 
pulling down the upper arm the signal is given 
for the fast train to pass through without stopping. 
If the advance signal a^ can be cleared, the distant 
signal d^ can also be cleared, thus giving the engine- 
man ample notice of the position of h^ before he reaches 
it, and thus making it unnecessary for him to slacken 
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speed, even in case of a dense fog. After the passage 
of the fast train, the conductor of the slow train, sta- 
tioned at e^, communicates by an electric bell, the ap- 
paratus of which is fixed in a box on a post near the 
switch, with the signalman in the cabin; and la re 
Bponse to this communication he receives notice, as 
Boon as the fast train has reached the next station, 
that he may set the switch for the side track and move 
his train to the main track. The signalman, while 
giving this notice to the conductor, releases the electric 
lock on the switch. After the train has cleared the 
turnout and the switch, the conductor sets the switch 
for the main track and notifies the signalman, by the 
bell, that he has done so. Having given this informa- 
tion, he is at liberty to proceed to the next station, the 
signalman having made sure that the road is clear to 
that station before he lets the freight train out. The 
signal a' is controlled by switch e", the lever in the 
cabin which works this signal being locked by an elec- 
tric lock which is governed by the position of the 
switch. Signal a^ is placed only about 1,500 ft. from 
the cabin, for the reason that if it were fixed nearer 
the switch, say at k, It wonld be too far from the cabin 
to be worked conveniently. 

Dwarf signals, f f, are provided for use when traiim 
have to back out of the middle track. 

The arrangement of the lock for an outlying switch 
is shown in Fig. 16. In the cabin there is a hand switch, 
a, and an electro-magnetic lock, L, which, when de- 
magnetized, locks the lever of the signal a". To tin; 
arm of this signal is attached a commutator, a', which 
is closed only when this arm is in the stop position. 
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A coDductor at e^ deBiring to move his train from the 
(tiding to the main track, communicates with the cabin 
by a bell, the circuit of which is not shown in the draw- 
ing, and the signalman, if ready to permit the freight 
train to move, tarns his hand switch a to the right- 
hand point. This forms a circuit from the battery 
through wire 1, wire 2, lock L' on the switch and back 
to the battery. The armature of L= in being lifted re- 
leases the switch, which is then thrown by the con- 
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Fig. IS — Electric Lock for Outlying Switches — Brie HoHrood 

doctor. It will be observed that this circuit could not 
have been made unless lock L was dema^etized, thus 
holding the lever of signal a' in the normal or stop 
position; nor unless the signal was in the stop posi- 
tion keeping commutator a" closed. 

The opening of the switch by the conductor opens 
the commutator at S, which breaks the circuit through 
the magnets of lock L oo the lever in the cabin. This 
prevents the signalman from inadvertently lowering 
signal a' to permit another train to proceed toward the 
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iiiisitliiced switch. This circuit, which runs tlirough 
the left-hand wntact point of switch a in the cabin, also 
rmiB through the armature of lock L' on the switch, so 
that it cannot be completed except when the switch is 
set for the main track and is locked. The aignalman, 
to permit the passage of a train on tlie main track, 
must pull the signal lever at L, and this he can do only 
when his electric switch a has been turned to the left 
hiind point. 

The officers of the Erie find that the cost of estab- 
lishing a simple block station—that is, a cabin, with 
Ihe necessary furniture and fitted witli apparatus like 
that referred to in Pig. 12, is about five hundred dol- 
lars. The signaling for a passing station, like that 
shown iu Fig. 15, costs about f2,700. This includes the 
catiin, the interlocking machine and connections, two 
dwarf and six liigh signals (two of the latter with two 
arms each) and the electric locks for the outlying 
switches, with their connections. 

The Chicago, Burlington & Quincy is the remaining 
one of the four railroads which made the earliest use 
of the simple telegraph block system on double track 
in America. About 1889 this road put up signals and 
cabins (usually remote from a station) along its double 
track line from Chicago to Aurora, 37 miles. Since 
then the space interval system has been put in use, but 
without special cabins or signals, on the rest of the 
main line through to the Missouri River; and automatic 
block signals are in use for four miles out of Chicago; 
but the part of the plant which calls for attention in 
this place is that between Western Avenue (Chicago) 
and Aurora, 33 miles. On this section the practice is, 
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in the main, the same as on the Pennaylvania, and it 
will be sutDcient to note the points in which it differs. 

The first difference is in the special arrangement of 
signals for three tracks and for permissive blocking. 
On this section there is a third main track. The mid- 
dle track is used for westbound movements (chiefly 
freight) during 12 hours of the day (4 p. m. to 4 a. m.), 
and for eastbonnd daring the r«naining 12 hours. The 
arrangement of signals for these tracks is shown in 



Fig. 17. The signals at the left side of the bracket post 
are for the middle track. The lower arm is not a dis- 
tant signal, but is for use in permissive signaling. To 
allow a train to proceed before the preceding train has 
cleared the block section the signalman lowers the up- 
per arm, but leaves the notched arm in the horizontal 
position. When both arms are lowered the engineman 
knows that the section is clear. The permissive signal 
is given only by a special order from the train des- 
patcher, which the signalman must record in his book. 
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The despatcher never allows more than two trains in 
the same block at the same time, and he usually re- 
quires a time interval of two minutes at the entrance 
of the block. At night and during a fog the rule re- 
quires the signalman to bring a train to a stop before 
permitting it to proceed under the permissive signal. 
East of Clyde this rule is in force at all times, and the 
signalman mnst deliver to the enginemau a written 
notice ("caution card") advising him that he may ex- 
pect to find the preceding train in the block section. 
Another rule in force east of Clyde requires the signal- 
man to restore semaphores to the horizontal position 
after the engine and two cars of a train have passed, 
instead of waiting until the rear car has passed. 

Prom Western Avenue to Clyde, four miles, signals 
are given by bells, as on the Erie; from Clyde to Au- 
rora by Morse telegraph. 
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TH1-: TELEGRAPH BLOCK SYSTEM ON SINGLE TRACK 

The block system is now largely used on single track 
railroads; and on all but a very few of the lines tbus 
worked, the plain "telegraph block" is the method em- 
ployed. Although the space interval is as well adapted 
to single track as to double, and, under the same cir- 
cumstances, as necessary on one as on the other, it 
was at first confined chiefly to double track lines; and 
the chapters preceding this one deal with double track 
practice (although the roads named have also intro- 
doced blocking on some of their single track lines). 

One reason why double track lines were first 
"blocked" was the obvious one that such lines liad the 
most frequent trains. The introduction of the block 
ayatem was costly, because it required telegraph opera- 
tors at many points where otherwise none would have 
been employed; and this was a more serious considera- 
tion 20 years ago than it is now, as competent telegraph 
operators were not at that time so easily found as now. 
Cost being such an important factor, only lines carry- 
ing a large traffic were thought of in connection with 
the improvement, and such lines were usually double- 
track. The cost might have been somewhat lessened 
by using electric bells, and a brief code, instead of the 
Jforse telegrajih, with its complete code, as new signal- 
men could learn the manipiiliition of the bells in a very 
short time, and places could be filled at smaller wages; 
but from a general disinclination to adopt English no- 
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tionB, or by reason of the cautious, not to say uncer- 
tain, spirit in which the bloclc syatera was in most 
cases introduced, the use of bells was not considered 
until about 1888. (Though the New York Central used 
the Sykes apparatus on a few miles of road near New 
York. This may be considered an exceptional case). 
Again, the single-track roads, besides having a thinner 
traffic, felt more confidence in the methods which they 
already had in force. The train despatcher on a single 
track road is constantly arranging space intervals for 
trains running toward one another, and in doing this 
he can exercise direct supervision, in many cases, over 
the movements of trains following one another. 

The first single track railroad in America which 
came prominently into notice as running trains under 
the block system was the Canadian Pacific, which began 
using it in 1884. It is somewhat curious that while, 
on double track, blocking was first introduced on ac- 
count of the increasing frequency of trains, this first 
single-track example should be on a line of pretty thin 
traffic. Quite likely the officers of the Canadian Pa- 
cific were influenced by English ideas more than was 
the case with their neighbors in the United States; 
and their English friends would, no doubt, advise the 
use of the space interval on all lines where the in- 
creased cost over the time interval was not great. With 
trains an hour or more behind one another, the block 
system is feasible, even with stations 20 miles apart; 
and where the general duties of the station agent are 
light he can maintain the space interval for such in- 
frequent trains with little appreciable addition to his 
labors. It may be objected that if trains are an hour 
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apart, that is just the place where the block system is 
least needed ; but the fact that a road's trains are regu- 
larly kept separated by a long space interval, main- 
tained by telegraph, has a value as an advertisement, 
and it is quite likely that the Canadian Pacific people 
fully appreciated this consideration. 

It is also to be observed that in a cold country like 
that traversed by the Canadian Pacific, the exigencies 
of irregular traffic develop the need of the space in- 
terval sooner than in mild climates. In a genuine bliz- 
zard, with the mercury 40 degrees below zero, a flag- 
man out a mile from his train, and perhaps five or ten 
miles from a house, is a poor protection against a col- 
lision. 

Another consideration which, undoubtedly, may 
fairly be classed as having been an important factor 
in the argument for using the space interval on single 
track roads, is the quality of the discipline of the train- 
men. A double track line, carrying large numbers of 
passengers, and seeking the highest safety for its pas- 
sengers, would adopt the space interval regulations as 
a preventive of collisions; it would be argued that col- 
lisions from lack of block signals had not occurred, 
but that the management should strengthen the pre- 
cautions which would make sure that collisions should 
not occur. But some single track lines, running only 
a few passenger trains but numerous freights, no 
doubt adopted the new plan as a cure. Collisions of 
freight trains were too frequent, and were costly, and 
the space interval was introduced specifically as a 
direct money saver. It was not, as with heavy pas- 
senger lines, a question of precautions for the safety 
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of life and limb, and for the reputation of the road, so 
much as a question of saving expense. And this expense 
could fairly he charged, in large degree, to lack of dis- 
cipline; for while some roads, particularly in the West, 
were putting in block signals because without them 
the freight trains persisted In running into each other, 
other roads, older and with more settled conditions as 
regards personnel, appeared to have secured an equally 
satisfactory degree of immunity from collision without 
the blool; system. 

The significant fact in the matter now is that wher- 
ever the block system has been introduced it has been 
retained. While the discipline of the freight train 
men on some large roads ten or fifteen years ago was 
pretty bad, and Superintendents sometimes found it 
eo difficult to improve the efficiency of their men that 
they were in a measure compelled to adopt costly ex- 
pedients to make up for the weakness of the personnel, 
a great improvement has been effected. If the only 
reason for adopting the block system had been the 
difficulty of getting men to obey orders under the time- 
interval system, it is quite possible that in some cases 
there might have been by this time a disposition to 
restore the old plan. It is not so, however. Where 
the space interval is once adopted the superintendents 
and other responsible officers feel such a greatly in- 
creased security that they value it more and more each 
year; and every successive increase in the number of 
trains running over the road gives additional force to 
the argument that the block system is necessary for 
celerity, to say nothing of safety. In the earlier years 
the Western roads had a poor system and poor per- 
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sonnel; then they had a good Bystem and poor per- 
sonnel, while now they have a good system and a good 
personnel. 

UN THE CHICAGO. MILWAUKEE & ST. PAUL 

One of the companies which has introduced the hlock 
system on a large mileage of single track line is the 
Chicago, Milwaukee & St. Paul ; and as the officers of 
that company haye recently made a careful recompila- 
fion of their regulations for working the system, a 
description of the practice of that road will afford the 
reader tlie best possible means of getting an insight 
into the general principles that govern on nearly alt 
single track roads. These new rules are not radically 
different from those which preceded them, hut they 
embody the results of the combined experience for 
ten years of all the Superintendents mi the six thou- 
sand miles of the Milwaukee's lines. 

The most fundamental difference between the block 
signal practice of single track roads (which are mostly 
in the West) and that of double track lines, like the 
Pennsylvania (which are mostly in the East), is that on 
the latter the old regulations for the prevention of col- 
lisions are practically abolished (or, at least, the 
new ones are made the chief dependence and the 
old rules become auxiliary), while on the former the 
block signal rules are secondary and the old rules re- 
tain their full force. The trainmen are indeed, directed, 
in both cases, to continue to observe the old regula- 
tions as to protecting delayed trains by red flags and 
torpedoes; but it is obvious to every one, brakemen 
included, that as regards trains moving in the same 
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direction, which is always the ease on a double track 
line, the block system makes the flagging unnecessary; 
while on single track the protection of a train from 
head-end or butting collisions is often effected by 
means of telegraphic iwdera sent direct to the con- 
ductor and engineman of the train, This throws on 
these two men a direct responsibility in such specific 
shape that there is no shirking or evading it, and no 
chance to shift the responsibility on to other shoulders; 
so that here the men in charge of trains continue to 
perform their duties in the same manner as if no block 
syatera were in force. In conformity to this plan, a 
semaphore signal, on the Milwaukee road, does not tell 
an engineman that the road is clear for him to proceed 
to a certain place (the next station); it only tells him 
that, so far as is known by the block-signalman in 
charge of that signal, he may proceed. He is still 
hound to make sure, before proceeding, that there is 
ample time to reach the next side track (or place where 
trains can meet) before he will be required, by the pro- 
visions of the time table, or by orders which he has 
received by telegraph from the train despatcher, to sur- 
render the right of way to some other train. 

C. M. & ST. P. RULES 
On certain divisioiiH of this railway, which will be indicated nn 
the time tables of aiich diviHioiiB. traina will he cantroUed at Ktn- 
tioaa by a block signal system. This syatein is not designed (o 
relievi' truin and eiiginenjeii from the fullest obsprvani^e i>f all 
eeneral and sgiecial rules, speciul oriierB. instructiuns nnd bulletins 
goTerning the morement and protection of trains. . . . 
Iix'trucHoHx to Train and Enginemen 
1. ... A block signal arm nearly vertical, or white light, sig- 
nifies signal ia clear and train may proceed if its time table rights 
or speciiil orders pennit it to do. 
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2. The block signuls are also used for train orders and all rules 
uiiyljmg to train order signals will apply to them. 

3. Trains must not pass a block signal at danger except under 
authority uf a. clearance card (Form 168) or permissive card (Form 
27) which must be obtained from the operator on duty. 

4. When the block signal etandB at dauger. and the operator 
issnes a clearance card which states that he haa "no orders" or 
"no further orders'' for the train named, the train receiving the 
clearance card may proceed if its time table rights or special or 
ders permit it to do so; provided the clearance card does not state 



I, Mill ADKEE UT. PADL EAllWAT C 

PERMISSIVE CARD. 



Train Deapatcher. 



that the block signal is at danger for the train holding the clear- 
ance card. If the block signal is at danger for the train holding 
the clearance card, it must have a permiHsive card in addition be- 
fore it can proceed. When a train receives a permissive card it 
must also have a clearance card in addition l>efore it tan proceed. 
Clearance cards are printed in the style shown in Form 168, and 
when issued as provided by these rules the conductor and engineer 
must each have a card. 

5. A permissive card is nsed when trains are permitted to pass 
a block signal at danger and enter a section under notice that the 
preceding train haa not cleared the same section. This is to be 
used only by direction of the train despatcher. 
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C. When a train is to proceed under pennissiTe card the con- 
ductor and enpneer moBt each have a card (Form 27} properlf 
filled ont and aigned bj the train deBpateher. 

7. PermisBlve cards will be deaignated by letter instead of by 
number. The designating letter. O. K.; time made O. K.: and 
the train despatcher's initials mnst be indorsed on the face of the 
permissire card and signed by the operator before it t>ecoiiieB 
elEective. 

8. At certain block signnl stations, which will be indicated by 
a special rule or bulletin on each division where used, permissiTe 
arms painted green, and displaying a green or white light at night, 
are attached to the signal poet below the block arm for the par- 
pose of moving trains permissively. . . . 

9. When trains receive a caution signal it indicates that the 
preceding train has not cleared the section, and that the train 
may proceed as if moving under a permissive card. 

10. Trains moving under the authority of a permissive card or 
caution signal must run with great care and at reduced speed to 
insure against collision with train ahead. 

11. When approaching stations all trains must be governed by 
General Rule No. 66. [This rule requires ail trains eicept regu- 
lar passenger trains to approach all stations under control. In- 
side of yard limits the approaching train is wholly responsible for 
avoiding collisions,] 

12. Trains of an inferior class must not occupy the main track 
in any section when a train of superior class is due to enter the 
same section at the Grst block signal station al ead or in the rear. 

1", When a train approaches a block signal ststion and finds 
the block signal at danger it will Indicate that the section is oc- 
cupied or that there are train orders, and the conductor mnst 
hasten to the telegraph office. 

14. After the markers of a train have passed a block signal 
at clear in the direction in which the train is proceeding, and the 
block signal is afterward placed at danger in accordance with 
Rtile No. 1, it does not hold the train; and a clearance or per- 
missive card is not necessary before the train can proceed. 

15. A train having passed a block signal must not back within 
300 feet of the signal without first receiving permission from the 
operator and protecting by flagman as provided in General Rule 
No. 62. 

16. Block signal stations which are closed either during the day 
or night will be indicated on the time table or by bulletin. 

17. When block signal stations are closed both arms are placed 
at clear. If closed at night the lamp is left burning. The section 
is then extended to the next open block signal station. The ab- 
sence of the light aC night must be considered as indicating dan- 
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ger, and rrainn finding block Bigoal liehts out muat stop, but may 
proceed it the conductor and engineer find both block signal armw 
are at ckar. If either of the arms are at danger, trains will not 
proceed until a clearance card has been obtained from the op?r- 
ator, who must be called for that purpose. 

18. Trains must not go to a closed block signal or a non-tele- 
graph station to be met or passed by other trains without special 
orders from the tinin despatcher, copies of which will he pven 



CHICifiO, MIL»AMEE i ST. PADL RAILWAY. 

CLCARANOe CARD. 

fltaHott 189 

To Cind«clor and Enjjfnefr Train 

/ SAVE XO ORDERS FOR YOVR TRAIN. 

BLOCK aiaSAL IS AT tlAyOER I-OR 

It Block Signal h at danger tor thf train holding thlK 
Clearance Card, a Permietive Card {Form 27) miMt 6e pro- 
cured before the train cob proceed. 

When the authoritg given bg Rule Xa. 19 U uied. Opera- 
ton Kill flit out the foUoKlng : 

ON ARRIVJiL OP TRAIN BLOCK SIOHAL 

WILL BE AT CLE.\B. 

To Bomplv iBith Rule So. IS Opfi-alore Kill /tU oat the 
folloiffing : 

BLOCK SIGNAL 18 AT DANGER FOR TRAIN 

AND TRAIN TO MEET (Ofi PASS) AS PER 

SPECIAL ORDER No 

Thit Clearance Card dors not interfere teiih nor ooanter- 
mand any Qeneral or Special Rule, Inetructione or any 
Special Orderii pau map hace received from the Train Dea- 
patoher. 
Time intued m Operator. 



to the operators at the nearest block signal station on each side 
of the station where trains are to meet or he pasEied. Operators 
receiving such orders will keep their signal at danger and issue a 
clearance card (Form 168) reading; 

"Block signal is at danger for train — and train — to meet (or 
pass) HB per special order No. — ." 

19. At block signal stations where sidings are in advance of th; 
block signal, operators may indoi-se on clearance cards that their 
signal will be clear on the arrival of a specified train, as provided 



1 the cleu 



Such a 



indorsement does not allow the 



50byGoo>^le 



C, M. & ST. P. RULES 45 

train holJing the curd to pniceeil after the arrival of the specified 
train, ualese its time table rights or special orders authorize it to 
do BO. Traiua holding such permigsinn mUHt know that the speci- 
fied train haa arrived and see the markeirs before proceeding. 

20. On double tracks, trains will ncrt foul the wrong main track 
antil the conductor and eutrinc'er have in their possession written 
permission from the train dexpatcher to do no. This permission 
must be given on Form 5S "cross over card" with all the blanks 
properly filled. After such permission is obtained, and the train 
hau been protected in both directions in accordance with the gen- 
eral rules, the train may proceed to occupy the wrong main track. 

21. When the train is again on its proper track, entirely clear 
of the wrong main track, the conductor must write a telegram 
addressed to the train deapatcher stating "My train is clear of iht 

■ bound track. Time M„" signing his name In full. 

The writing and signing of this telegram must not be delegated ; 
the conductor must personally write and sign this tele -ram. 

22. In case the telegraph faiU the operator is pcrinillei to is- 
sue a clearance card <Form 168) stating that the signal is at dan- 
ger for telegraph failure, provided he has no orders requiring 
him to hold the train to whic-h the clearance is to be delivered. 

23. Trains receiving a telegraph failure clearance may pass 
the block signal at danger, provided their tinif table rights or spe- 
cial orders permit them to proceeil, or provided a fiagraan has l>eeii 
sent ahead the distance required by the general rules. 

24. Form S3 Is the form of the cross-over card referred to in 
Rule No. 20. 

Insiruciiom to Telegraph Operators 

30. The telegraph operator on duty wilt have charge of block 
signals, and will be held responsible for their proper handling, in 
accordance with following instructions : 

31. They must keep tbc signals at danger, except when placed 
at clear to allow a train to pass, or eucept during the hours when 
the block signal station is authorized to be closed. 

32. They must not permit a train to enter a section following 
another train until the preceding train has been reported clear of 
the section, except when the train despatcher authorizes the use 
of permissive card or caution signal ns per Rules Nos. 49 and 50, 
or except as provided in Rule No. 57. 

33. On single track they must not permit a westbound train to 
enter the section, except as provided in Rnle No. .')7. until they 
have notified the next block signal station west to block easthnund 

trains for train, using signal 47 for that purpose, and 

have received an acknowledgment as per Rule No. 58, 

34. The operator called for signal "47" must not accept it if an 
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eoslbodod train is in the section, and will notify the operator offer- 
ing the aignal to hold the westbound train, 

35. Operators mast not permit a train to enter a section when a 
train from the opposite direction has been reported into tbe sec- 
tion by the next block eignal station, except as provided by Rule 
No. 57. 

31!. At block signal stations where sidings are ia advance of tbe 
blocli signal aud a train is awaitiog the arrival of an opposing 
train, operator may bold all other trains, eieept the expected train 
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at the block signal station in advance, and issue a clearance card. 
whicb states that on the arrival of the train specified on the clear- 
ance card, tbe signal may be considered at clear. Operators is- 
suinK clearance cards will make three manifold cards. Two 
canls will be delivered to tbe conductor and one placed on file for 
reference. 

37. In answering tbe "47," as per Rule No. 36, the operator 
at tbe block signal station in advance mnst e^ccept tbe train 
already in tbe section in tbe following form: "I, I. B. 47 except 

No. for ." Both operators must make full record 

of tbis on their train register sheet. 
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38. When there are no train orders and the section ahead is 
clear for an approaching trala. the block signal abonld be changed 
to clear as soon [as], but not before the engineer is in sight of 
it, that the train may enter without reducing speed. 

39. When the biook signai lias been placed at clear to allow 
a train to enter the section, it must be placed at danger immedi- 
Htel; after the last car, carrying markers, has passed the signal. 

40. After the enKine of a train has passed a block signal at 
clear In the direction in which the train is proceeding, the block 
signal, when placed at danger, does not hold the train, and oper- 
ators must obtain the signatare of conductors to train orders 
which may be received after the arrival of a train, the engine 
of which has passed the block signal, before replying to the 
train despatcher that his signal is out to hold the train. 

41. When it Is necessary for a train that has passed the block 
signal to re-enter the section in its rear, the operator will not 
permit it to do so unless the section is clear, nor cntil he has 
blocked trains at the block signal station toward which the train 
will back. 

42. (Markers on rear car and what to do if they are missing.) 

43. Operators must keep a correct record of trains, etc. 

44. They must promptly report the time of departure of all 
trains or the clearing of the section, to the block signal stations 
east and west. 

45. They must not report a train dear of the section until 
they have seen the markers, nor until the last car has pasted 
the signal 300 ft. in the direction in which the train is moving. 

4B. When a train is on a siding clear of the main track, and 
the markers have been seen or the conductor reports that ail 
his train is on the siding, the. section may be reported clear. 

47. When a train is to take siding at their station to be pa^aed 
by a following train, operators must not report section clear 
until the train is on the siding clear of the main track and the 
markers hare been seen or the conductor reports that all. of his 
train is on the siding clear of the main track. 

48. When trains are to meet at a block signal station, oper- 
ators will block all trains until the train or trains that are to 
take the siding have cleared the main track and the markers 
have been seen or the conductor reports that all his train is on 
the siding clear of the main track. 

49. (Covers same ground as Rules 6 and 7.) 

50. At block signal stations where permissive arms are in use 
the operator must receive authority to use permissive Bignal in' 
the same manner as at stations where cards are used, and wili 
fill out one card and file for reference. 

51. (Covers same ground as Rule 8.), 
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52. Ab block signals 
muHt be governed by t 

r.3 and 54- (Cover BBme subject as 4.} 
u5. (Co vera aame as 17.) 

56. When a block signal station ia closed, tbe blo<^k iiignals 
roust be placed at dear. At night the lamp must be left 
burning. 

a. When a block signal station ia re-opeueO the block signals 
must be placed at danger immediately, and the block signal sta- 
tions on each side and train dcspatcber notified. The pofition 
of trains must be ascertained and a record of any train in tbe 
section made on the train register sheet. 

b. The first train arriving after n block signal station ia open 
must not be allowed to pass except by authority of the train 
despntcher, who will instruct rfhelber a clear signal or a per- 
missive card is to be given. 

c. When a block signal station is closed Ihe block wire will be 
arranged to work through the closed station, and operators on 
either side will consider the section as extended with no change 
in the rules governing the operation of the signals. 

57. (Covers same as 18.) 

58. When it is desired to block trains at stations ahead, or 
bsi-k. for any purpose, the following signiiN must be used: 

"47" block eastbound trains. 

"58" block westbound trains. 

When this signal ts transmitted tiie operator receiving it will 
respond : "I. 13 B. 47." or "B. 58," as the case may be, and sign 
bis initial and office call, and will block such trains until the 
section is reported clear. 

59. When a freight train is inside rbe outer switches at cer- 
tain block signal stations which will be indicated by special rule, 
it may be reported as arrived; provided the operator has seen the 
markers or has been notified by the conductor that all of his 
train is inside the switches. Following trains may [then] be 
given a clear signal, except that if a passenger train is to enter 
the section it must have a permissive card before it is allowed 
to proceed. When a passenger train is at a block signal station 
no train will be permitted to follow until the passenger train has 
cleared the section, except on special telegraph orders from the 
train despatcher. 

fiO. (Covers same as 20,) 

61. In case tbe telegraph fails from any cause, operators will 
be governed as follows; 

a. They may isKue a clearance (Form 168) stating that tbe 
block signal is at danger for tole^rnph failure. 
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b. It they Lave 
th^ section, they n 
clearance. 

c. If they have 8i»eeial orders to hold a train they must hold 
it indefinitely. 

d. If they have orders for delivery to a train they must be 
governed by Genera! Rule No. 104. [Such an order is Toid if 
O. K. has not been received, but must be shown to conductor and 
en^ineinan.] 



These rules of the Chicago, Milwaukee & St. Paul 
are so full and so dearly worded tha.t the reader will 
readily understand the practice from a single perusal. 
The rules prescribing the procedure for sending for- 
ward a train under ordinary circumstances are Nos. ' 
32 and 38. The cross-over rule, No. 20, prescribes a 
practice which is not found on many other roads. This 
rule, forbidding the irregular use of a main track, even 
at a station, and even when suitable flag protection 
has been provided, unless permission has first been re- 
ceived from the train despatcher of the Division, makes 
it possible to run fast special trains at any hour of the 
day or night on very short notice. At large stations 
and at certain junctions this rule is, of course, per- 
manently suspended, and a notice specifying such sta- 
tions is kept standing on the time table. This is neces- 
sary, both to facilitate switching and train work at the 
station, and to relieve the despatcher of the labor of 
issuing a large number of orders. But at the multitude 
of smaller stations the rule is found by the officers of 
the road to be a desirable safeguard, and the de- 
spatcher has as good control of his tracks as though 
no cross-overs existed. When he has a fast eastbound 
train that would be delaved if its track were to be 
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used at a station by a westbound train, lie withholds 
the crossover permit from the latter until the east- 
bound has passed; and when he has occasion to issue 
a crossover order he first bloclia all trains one station 
back. 
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SIKGI.E-TKACK BLOCKING ON THE ERIE, THE WA- 
BASH AND THE ATCHISON 

Among the prominent roads using the block system 
on single tracli are tlie Erie, the Wabash and the Atch- 
ison, Topeka & Santa Fe. 

On the Erie lines west of Balamanca the block sys- 
tem has been in use since 1891. According to the rules 
then prescribed and which have been continued in use 
to the present time and are now in force from Sala- 
manca to Chicago, 574 miles, the block signaling is 
under the immediate active control of the train de- 
spatchers, the length of road to be managed by each 
despatcher having been made short enough to enable 
him to order signals for all trains at all stations with- 
out delay. 

On the busiest portion of the road a despatcher con- 
trols about 40 miles. The signal is kept normally in 
Ihe stop position and, except in case of failure of the 
telegraph wire, is not moved from its position except 
by order of the despatcher. Ordinarily the despatcher 
gives each station the proper instruction before the 
train arrives, but in the absence of an order the opera- 
tor notifies the despatcher as soon as a train is known 
to be approaching. The operator says "No com- 
ing," and the despatcher replies "red," "green" or 
"white," according as he desires to have the train 
stopped or sent forward permissively or sent forward 
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with a clear block. A train having been stopped, it 
must not proceed without a clearance card, nor until 
the signal is shown in the caution or the safety posi- 
tion. Where a train is to use a side track beyond tlie 
station, the conductor remains at the telegraph office 
until the signal to proceed is shown and tlien repeats 
it to the engineman by white or green flag or lantern. 

As some side' tracks are not conveniently located, as 
related to the telegraph office, there is a rule requiring 
the conductor to go personally, on arrival, to the tele- 
graph office, when necessary, in order to enable the 
operator to promptly give a clear signal to other trains 
after the main track is clear. Where an operator has 
to give a go-ahead signal for two or more trains to go 
out of a aide track which is beyond his signal, he is 
required to put the signal back to the stop position 
after each train and then clear it for the next following 
train only on the order of the train despatches 

All conductors and enginemen are required to follow 
the ordinary time-table and train rules as though no 
block system existed. 

On this road the permissive or caution signal is given 
by showing a semaphore arm inclined upward at an 
angle of 60 degrees. To provide for this signal, Mr. 
Mozier, the Superintendent of Transportation, designed 
the semaphore shown in the engraving, Fig. 18. The 
arm A is shown in the normal or stop position, in which 
it is held by' a counterweight B, which is attached to 
the arm A by chains as shown. The signal is pulled 
to the safety or all-clear position by pressing down- 
ward on the lever in the cabin, and to the caution 
or permissive position by moving this lever upward. 
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If either or both of the connections from the office 
should break, the counterweight would pull the arm 
to the "stop" position if it were not already in that 
position. When the semaphore arm is pulled down, 
the lamp which in the drawing is hidden behind the 



l''i'j. I ti. — Hosier' « Three-Ponitioit Scmapkurv Signal 

red lens, is uncovered and shows white or all-clear. 
When the arm Is moved upward, the green lens Q Is 
moved to a position in front of the lamp. Tlie letters 
X Y Z indicate the positions of an arm on the other 
side of the post, which is used for signaling trains 
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moving in the opposite direction. In tlie Mozier signal 
a hollow post is nsed, and the lamp, which is suspended 
in position by a fhain running over a pulley, is lowered 
within the post for cleaning and inspection. 

The signal levers In the office are fitted with Mozier's 
patent shunt for cutting out the keys of the telegraph 
instruments. By this arrangement the signal may be 
fastened in the all-clear position, without danger of 
accident from forgetfuiness, as the lever when in that 
position closes the telegraph circuits around the tele- 
graph keys, while not cutting out the relays, so that 
it is impossible for the operator to accept another 
train, or to communicate at all by telegraph, until he 
has put his signal back to the stop position. 

Officers of the Erie say that they are well satisfied 
with the plan of having all block-signal operations per- 
formed by direct orders of the despatcher. The chief 
advantage claimed is that the station man does not 
need to give so much time and attention to the tele- 
graph, and therefore can better attend to his other 
duties. At many small stations the agent performs all 
his duties, including telegraphing, without an assistant, 
whereas if he had to be on hand at the telegraph in- 
strument to give prompt attention to the needs of 
trains both at his own station and at the stations east 
and west of him he could not do so. More despatchers 
are required than on other roads, but not nearly sn 
many station men. The despatchers say tliat they like 
to control the block signals in this way. They have a 
more satisfactory feeling of safety in handling the 
trains, and the prevention of blockades at terminals 
and junctions is made easier. 
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The despatchers on this line have for several years 
taken advantage of the block system to make easier 
the work of sending tel^raphic train orders. Ac- 
cording to the usual practice, a despatcher's tele- 
graphic order, directing a train to run ahead of or 
later than its regular time, or changing the place at 
which it shall meet a train running in the opposite 
direction (on single track), must he repeated back to 
the despatcher by the operator who receives it, must 
be read aloud to the oi)erator by the conductor or 
engineman, or both, and must be signed by one or both. 
The despatcher must not finally approve the order 
until these signatures have been afBxed. These safe- 
guards are adopted to make sure that no collision shall 
occur from a misreading of the order. But with the 
block system in force, collisions are provided against 
at alt times by the block-signaling; not only when it 
has been necessary to issue telegraphic orders, but for 
every regular movement as well. This being so, de- 
spatchers' orders may be delivered without signature 
(and even without repetition); for a mistake either in 
writing or reading could do no worse harm than to 
cause delay (by giving preference to a wrong train). 
Taking advantage of this, the Erie despatchers issue 
many of their orders on "Form 19," requiring no sig- 
natures; and operators are able to deliver to both en- 
ginemen and conductors without requiring the train to 
be stopped. In the case of a heavy train, and especially 
on an ascending grade, this often obviates annoying 
and expensive delays. By attaching an order to a 
light hoop of rattan, wood or metal, it can be delivered 
to a train running at full freight-train speed, and even 
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faster, the hoop being held (at the end of a stick, if 
necessary) so that the engineman can run his aim 
through it 

The Wabash began using tjie block ayatem in 1887. 
In the chief features the praclice on the Wabash is the 
same as that of the Chicago, Milwauliee & St. Paul. A 
signalman must not put his signal in the all-clear posi- 
tion until the train for which it is intended has ap- 
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INSTRUCTIONS 

Signalman must enter on his reglater sbeet th« Dumber of the tr> 
named before responding. . . . 

Each time before giving clear gignal to a train or allowing a tr) 
to depart, signalman will iwrform the three following acts, 

(a) Examine register shpet and be sure that all trains comi 
east have arrived at yonr station and cleared block for which you ge 
"13 B. W." 

(b) Examine register sheet and be sure that all trains going wi 
which have departed from your station have arrived at next ble 
station west and cleared block. 

|c) Get "13 B. E." from next block station west. 
Keep register sheet under train orders. All service mast be writt 
In Ink on regtstry sheet and same carefully died away for future r 
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proadied near enough to permit the en^ineman to Bee 
it. This rule is designed to afford a check on the aig- 
nalmao. If an engineman finds a signal in the all-clear 
position when he first comes in sight of it he stops his 
train at the station or cabin and inquires why the arm 
was not moved after he came within view of it. Thus 
the siifnalman must take care to see that, when he 
moves the lever to put his signal in the atop position, 
the arm actually assumes that position, and he must 
not leave the signal in the all-clear position long 
enough for two trains to pass under its authority. 

The Wahash prints a part of the instructions for 
signalmen at the bottom of the register sheet on which 
the record of trains is kept. A copy of one side or 
half of this sheet (Form 444) is shown on Page 56. 

The Atchison, Topeka & Santa Fe. — This road has, 
within the last two years, introduced the use of the 
block system over several hundred miles of its lines, in- 
cluding some lines on which the number of trains is 
very small. Some of the block sections are as much 
as eight miles long. This company, like the Erie lines 
west of Salamanca, uses a signal by which the cautiou 
or permissive indication is given by inclining the sem- 
aphore arm upward. The latest design of signal for this 
purpose, which was made by the Union Switch & Signal 
Company, and which is called "Style D, three-phase," 
is shown in the accompanying drawing, Fig. 1!). The 
spectacle casting attached to the semaphore blade has 
three openings, one being filled with red glass, one 
with gi'een and the third with no glass. The casting is 
made in this form so as to permit the substitution of 
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a color in the, place of "white" for the all-clear night 
indication when that shall be fonnd desirable. The 
counterweight, C, is an iron casting which acts as a 
counterweight and is put on for no other purpose. 
When the arm lias been pulled down to the all-clear 
position this counterweight acts, as in the case of the 
ordinary semaphore, to restore the signal to the hori- 



zontal position in the event of the breakage of the con- 
necting rod; but when the signal is moved upward 
to the caution position (by pushing the rod upward) 
the counterweight becomes disengaged from the blade 
and remains in the position shown in the drawiug. It 
rests agaiust a stop fixed to the post. In case the cou- 
nections break while the arm is inclined upward, 
it falls to the horizontal or stop position by its own 
weight. 
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Ab will be secD fiom the drawing, this signal is 
moanted on a cylindrical iron post, and both the east- 
bound and westbound signals are fixed to the same 
post. A single lamp answers for both. 

Where the three-position signals have not been in- 
troduced, the Atchison uses a card for permissive 
block signaling. In most cases the block signal oper- 
ators on the Atchison communicate with one another 
by Morae telegraph, hut at a number of stations (14 out 
of 153) telephones are used. These are small stations 
where there is little or no freight and passenger busi- 
ness, and attendants are hired for about $10 a month 
less than the rate paid at ordinary stations. 

The Atchison uses Hall automatic block signals on 
12 miles of its line, and it also has one section on which 
the Webb & Thompson train staff is used to maintain 
the space interval between trains. 

The more important lines using the manual block 
system on single track, aside from those already named 
are the Canadian Pacific, the Chesapeake & Ohio, the 
Chicago, Burlington & Quincy, the Chicago & North- 
western, the Chicago, 8t. Paul, Minneapolis & Omaha, 
the Cleveland, Cincinnati, Chicago & St. Louis, the 
Lake Shore & Michigan Southern, the Lehigh Valley, 
the Norfolk & Western and the Pennsylvania lines 
west of Pittsburgh. 
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THE CONTROLLBD MANUAL BLOCK SIGNAL SYSTEM 

Wheu we leave the simple telegraphic block svsteiii, 
in which the esseutial feature is electrical communicu- 
tion between the two men situated respectively at the 
entering and the outgoing ends of a block section, and 
in which the outdoor signals are actuated solely by the 
hand power of these signalmen, we find practically all 
other block »igualing comprised in two classes, i^l) au- 
tomatic and (2) "controlled manual." The automatic 
comes first, chronologically; and in this country it is 
now first in importance; but the more logical course 
will be to consider first the controlled manuaJ. This 
class of apparatus, commonly called the "Sykes," after 
the name of ihe English inventor, W. R. Sykes, whose 
instruments were the first to be used in this country, 
is in use on the New York Central & Hudson Eivej- 
from New York to Buffalo, 440 miles; on the New York, 
New Haven & Hartford from New York (Woodlawnl 
to Boston, 22() miles, and on the Erie from Jersey Oity, 
N. J., to Turners, N. Y., 46 miles. In England the term 
"Loek-and-block" is commonly used to designate con- 
trolling apparatus of this kind. 

The apparatus consists primarily of a series of elec- 
tro-magnets so connected with the levers by which the 
operator moves the outdoor signals that the operator 
at the outgoing end of a block section controls the 
lever by which the operator at the incoming end ad- 
mits the trains. Thus, after A sends a train to B and 



^cibyGoOi^lc 



CONTROLLED MANUAL OR LOG K-ANI> BLOCK 61 

puts his signal at "stop," he is unable to agaiu pull the 
Bignal to "all clear" until B unlocks his (A's) lever, and 
B, of course, refuses to do this until the train has ar- 
fived and passed out of the section. To provide against 
a possible mistake by B, who might prematurely un- 
lock A's lever, there is also an automatic arrangement 
by which A's lever, after having been cleared to admit 
a train, and then put back again, cannot be unlocked 
until the train itself actually passes out of the section. 
This is accomplished by running an electric circuit, 
which controls A's lever, through two or three rail 
lengths of the track at a point just beyond B. The 
circuit goes from the battery to one rail of the in- 
sulated section of track, thence by line wire to A's 
signal, which it holds locked at "stop" by energizing 
an electro- magnet. On the passage of a pair of wheels 
over these insulated rails, most of the current passes 
through the wheels and axles from one rail to the 
other, and thence back to the battery, without going 
to the electro- magnet at the distant station. This de- 
magnetizes that instrument and allows the signal to be 
again cleared. 

It will be seen that where trains are run permissively 
— that is, where a second train passes A before the 
first one has passed B — the automatic feature of this 
system becomes useless, as the first train will release 
A's signal while the second train is still in the section, 
and the apparatus will then afford no protection 
against a careless operator admitting a third train to 
the section before the second has cleared it. 

The controlled manual block signals on the Provi- 
dence Division of the New York, New Haven & Hart- 
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ford (Boston to Providence, 44 miles) are worked by 
the latest improved apparatus of the Union Switch & 
Signal Co., which, was designed by Mr. John P. Cole- 
man, Engineer of that company. The construction of 
Mr. Coleman's machines as there used is best under- 
stood by an examination of Figs, la, <i and 4 of the 
drawings accompanying his patent on the apparatus; 
and the diagrams which I show are copied from 
those which are used in the patent specifications. 

To enable the reader to more clearly understand the 
apparatus, Mr. Coleman first describes (Fig. 1*) a com- 
bined wire-circuit and track-circuit block signal sys- 
tem, and we may therefore proceed to examine Figs. 
1 and la together. The drawings are ao arranged that 
the train movement to be considered is from right to 
left, and the stations, A, B, C and D, are thus arranged. 

The reader who is disposed to omit this chapter be- 
cause of the confusing mass of reference numbers on 
these drawings, especially in Fig. lo, should bear in 
mind that the operations of the various electro-mag- 
nets and levers are in practice much simpler than they 
appear to be when considered through the medium of 
a written description. One unacquainted with electric 
signaling apparatus should prepare himself by reading 
through the description once, rapidly, in order to fa- 
miliarize himself with the numbers of the principal 
parts, before attempting to read it with a view to min- 
utely following out all of the different operations. By 
such preliminary reading a dozen or more of the prin- 
cipal numbers can be fixed in the memory, so that the 
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references to Figs. 3 and 4, which are frequently neces- 
sary to make clear some part in Fig. la, need not in- 
terrupt the study of the circuits. 
Fig, 3 is a side elevation of a Coleman instrument, 



Fig. 19a. — CoUman Block Signal Instrument 

snch as is used at stations C and D. Fig. 1 is a sectional 
elevation of the same. Fig, 5 is a front elevation, Fig. 
6 a sectional plan, Fig. 7 explains the indicating mech- 
anism and Fig. 8 is the banner. The appearance of one 
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of these instruments when set up is shown in Figa. 19a, 
196 and 19c. 

]!eginning now with Fiy. 1, station A, lever 1 worlis 
signal 3 through the electric slot 2. (The electric slot 
is described on a subspquent page.) The locking 
mechanism consists of a pivoted sector block i, pro- 
vided with a projecting lug 5. which latter is raised 
whenever the signalman, preparing to move his signal, 
lifts the rod attached to his lever for the purpose of 
unlocking the lever. By the finger, 7, the armature of 
the electro-magnet, 9, controls the movement of 4, and 
through that controls lever 1. 

The mechanism at station B is similar to that of A, 
The circuit of electro-magnet 9 is formed by wire lit, 
make-and-break mechanism a on relay 14; wire 15, 
make-and-break mechanism b at station B, wire l(j, 
battery, and wires 18, 19 and 20, wire 19 being com- 
mon to all the stations. The spring and contact point 
i at B is controlled by sector block ib, and is only 
closed so as to energi/e 9 (at A) when lever lb is locked 
in the normal position (the position shown in the draw- 
ing). If this lever is not normal the circuit of 9 is 
broken at b, so that finger 7 will drop into the path of 
block 4, thereby locking lever 1 with its signal in the 
normal or stop position. Hence, it is necessary for the 
operator at A to ask B to put lever 16 in the normal 
position before he (A) can clear signal 3. Therefore, a 
Irain can never get permission to pass A until assur- 
ance has first been obtained that the block A-B is 
closed at its outgoing end. In other words, the ap- 
paratus comjiels such a procedure that a train cannot 
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be given leave at one time to pass through two block 
sections. 

A train being ready to proceed from A to B the sig- 
ualman pulls lever 1, clearing signal .1, and the train 
proceeds. As soon as it enters on the section of track 
which is electrified by battery y, relay 14 is de-ener- 
gized* and the circuit of magnet 9 is broken at a. Finger 
7 then drops and rests on 4, which has been shifted, by 
the signalman's action, to the position shown by the 
dotted line. Now, when the signalman, after the pas- 
sage of the train, returns lever 1 to normal, finger 7 
will drop farther and hold 4, so as to lock lever 1. 
Lever 1 cannot be again cleared (for a second train) 
until 7 is lifted by the armature of 9, which rojuires 
the circuit of 9 to be closed at a. This will be done 
when the last car of the train passes B, which allows 
battery y to again close 14. 

But the train will not pass B until the signalman 
there clears his signal 36, by pulling lever lb. In doing 
this he opens (at b) the circuit of magnet 9, so that 
before A's signal can be again cleared, not only must 
the train have passed B; B must also have put his sig- 
nal at normal, thus protecting the train by a stop signal 
behind it. 

The "electric slot" 2 at A causes the signal to go to 
the stop position after the passage of each train, 
whether tlie signalman moves his lever or not. This, 
prevents a lazy or careless signalman from permitting 
a second train to enter a block section before the first 
i out of it. 



\ description or til? track cl 
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Tlie circuit of the slot magnet is formed by wire 21, 
mate-and-break mechaiiism c (formed by a second 
armature and contact point on relay 14) wire 22, elec- 
tro-magnet 23, make-and-break mechanism d formed by 
armature and contact point of magnet 23, wires 24 and 
25, battery 26, wire 27, common wire 19 and wire 21c. 
Aa soon as the train enters upon the track section be- 
tween A and B, relay 14 is de-energized, and the circuit 
of the magnet of the electric slot is broken, not only 
at c, but also at d. The breaking of this circuit permits 
the signal to go to the stop position regardless of the 
position of lever 1., The second break (at d) is inter- 
posed iu the electric slot circuit for the purpose of pre- 
venting the operator from throwing his lever forward 
to normal position, as soon as the train has passed 
beyond B (which passage restores the break in the slot 
circuit at c), and, without allowing his lever to lock, 
"picking up" the signal and shifting it to all-clear with- 
out first getting the consent of B (by bell-code, tele- 
graph or telephone) as required by the regulations. 

The make-and-break mechanism at d is formed by 
the armature and contact point of magnet 23, so that 
the break at d cannot be closed except by the excita- 
tion of the magnet 23 through some other circuit than 
that formed through its own contact point and arma- 
ture. This auxiliary circuit is formed by wire 21 
extending from the slot 2, make and -break mechanism 
c, wire 22, electro-magnet 23, wire 28, make-and break 
mechanism e, wires 29 and 25, battery, wire 27, com- 
mon wire 19 and 21c. The mechanism e is controlled 
by sector block 4, and is only closed to complete the 
auxiliary circuit, when lever 1 has been shifted to 
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normal position and locked therein by the dropping of 
its latch. 

The movement of the latcli locking of the levei' so 
shifts block 4 as to close the circuit at e, and thia move- 
ment is such that the finger 7 will drop behind the 
sector block, thereby locking it until released by B, as 
de8crit)ed. The mechanical closing of the auxiliary cir- 
cuit at e excites magnet 23, thereby closing the main 
electric slot circuit. This main circuit is necessary in 
order to hold tlie slot mechanism locked when lever 1 
is shifted to clear the signal, as this movement of the 
lever will break the auxiliary circuit at e. 

So much for the combined wire-circuit and track-cir- 
cuit arrangement. In practice, however, this arrange- 
ment is rarely, if ever, used; and the description haa 
been introduced, as before stated, to simplify what is 
to follow. Controlled manual signaling is designed for 
long block sections, where rail circuits would be both 
complicated and expensive; and apparatus which pro- 
vides all necessary safeguards, without the continuous 
rail circuit is illustrated in Fig. la. 

At B the passage of a train restores to A the control of 
lever 1 (if B puts his lever normal); but atC, instead of 
thus directly unlocking B, the passing train only re- 
leases C's plunger (30); so that the human agent must 
actuate the plunger to make the passage of the train at 
C of benefit to the operator at B. The operator at 0, in- 
stead of merely performing the routine function of 
putting his signal to danger, which he would naturally 
do, without regard to what was wanted at B, must also 
"plunge" (at the express request of B) and for no other 
purpose than to aid B in giving a clear signal to the 
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next traia. In practice C puts his leTer normal as soon 
as a train passes; but he does not plunge for the next 
train until B requests him to do so. 

Returning now to the train movement which we have 
followed from A to B, we shall note that the train can- 
not pass B until signal Zb is cleared. But this signal, 
having been placed normal to admit of unlocking A, 
cannot be again cleared without the consent of C. The 
apparatus by which C gives this consent is shown in 
Pigs, la, 3, 4, 5 and 6. 

On the bed of this mechanism is arranged a sliding 
bar or plunger 30, which is normally held in by spring 
31. A locking dog, 32, is so pivoted that when free to 
move and the plunger is at the inward limit of its 
movement, a projection, 33, on the dog will drop into a 
hole in the plunger and hold it. When the mechanism 
is in normal condition, the dog is held up free from 
the plunger by arm 34, On the plunger is secured an 
angle piece, 37, one part of which projects upward so 
as to strike against and shift an arm 38, projecting 
from the rock shaft 35, when the plunger is pulled out, 
thereby so shifting the arm, 34, as to permit the dog 
to drop down. The movement of the plunger to shift 
the rock shaft and the arm 34 is sufficient to remove 
the opening in the plunger out of line with the pro- 
jection on the dog, which will then rest upon the 
plunger until the latter returns to its normal or inner 
position, when the dog will be free to drop and lock it. 

On the rock shaft carrying the dog is formed an 
arm, 32a, which, when the projection on the dog drops 
into the opening in the plunger, presses spring 39 
against a spring, 40 (Fig. 6), which is attached to a 
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block, 41, of inBulatiiig material, forming the make-and- 
break meclianism f, Fig. la. The continued move- 
ment of the arm 32a, will alao force the spring, 4U, ont 
of contact with the spring 42, also attached to block 
41, and forming, in connection with spring, 40, the 
nLake-and-break mechanism g. As indicated in Fig. la, 
spring 39 is connected by a wire, 43, to a binding post, 
44, on the machine. The spring 40, Is connected by a 
wire, 45, to one pole of an electromagnet, 46, secured, 
as shown in Figs. 3 and 4, to the vertical frame 36, and 
the spring 42 is connected by a wire to one end of the 
resistance coil 47, also attached to the frame 36; the 
opposite end of the resistance coil being connected by 
a wire 48 to a binding post 49. The other pole of the 
magnet 46 is connected by a wire, 50, to a spring, 51, 
adapted to be forced into contact with a spring, 52, 
by an arm, 53, on the rock shaft, 35, as the shaft is 
rotated by the outward movement of the plunger, as 
described. These springs, 51 and 52, are attached to 
blocks of insulating material secured on the frame 36, 
and form the make-and-break mechanism h. The spring 
52, is connected by a wire 54, to a binding post 55, on 
the machine. 

On the swinging carrier 56, of the armature 57, of 
the magnet 46, is formed a slotted projection, 58, in 
which is pivoted a spring-actuated pawl, 59, adapted to 
engage a crossbar, 60, in the slotted end of the arm 61, 
carried by the rock shaft 35, when said arm is thrown 
up by the outward movement of the plunger as de- 
scribed. Pawl 59 remains in engagement with crossbar 
60, only while magnet 46 is active. As soon as 46 is 
demagnetized, the weight of the several arms on the _ 
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rook shaft, 35, will swing the carrier 56 out, thereby 
releaeing the ci-ossbar from engagement with the pawl. 
A second magnet, 62, has an armature, 63, secured to 
arm 64, of a bell crank lever. At the end of the other 
arm of the lever are formed shoulders or stops, 66 and 
67. As arm 61 swings down, when magnet 46 is de- 
energized, crossbar 68 comes into contact with the 
shoulder 6C, provided magnet 62 is not closed, as is 
the case when 46 is cut out to permit the arm 61 to 
drop. Arm 61 having been arrested by 06, it is neces- 
sary in order to permit it to complete its downward 
movement, that magnet 62 should be closed, lifting 
stop 66, whereupon 61 will drop a short distance, being 
again arrested by the upper crossbar being caught 
by stop 67. In order to release 69 from 67 and permit 
it to drop entirely down, magnet 62 must be cut out. 

One pole of this magnet is connected by wire 70, to 
binding post 55, and the other pole is connected by 
wire 71 to a binding post, 72. A second connection is 
made from this pole of 62 to a spring, 73, with which 
spring 74 can be forced into contact by closing 62. 
These springs form the make-and-break mechanism i. 
Spring 74 is connected by a wire, 75, with a binding 
post, 76. 

On a bracket, 77 (Fig. 3), is attached a miniature 
signal post, 78, and also an electro-magnet, 80, having 
an armature, 79, triangular in cross-section and at- 
tached to a shaft, 81, (See Fig. 7.) On the opposite or 
front end of the shaft 81 is attached a miniature sema- 
phore blade, 82. The armature is normally held by a 
spring, 83, so that its apex is out of line with the pole 
of the magnet, the signal 82 being at the same time at 
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normal or danger position. When the magnet is ex- 
cited the armature will be shifted bo that its apex ia 
in line with the pole of the magnet, thereby shifting 
the miniature signal to safety position. This move- 
ment of the armature presses spring 83 against spring 
84 at ;'. Spring 83 is connected by wire 85 to binding 
post 86, which is also connected to binding post 55, and 
spring 84 is connected by wire 87 to spring 88, nor- 
mally in contact with spring 89, which is connected to 
the binding post 90. The spring 88 and the spring 80, 
with its binding post 90, are secured to the vertical 
frame 36 in such relation to the rock shaft 35 that a 
projection, 01, thereon (Fig. 4) will force one of said 
springs away from the other when the rock shaft is ro- 
tated by the outward movement of the plunger. 
Springs 88 and 89 (fe) are separated at the same time, 
or nearly so, that 51 and 52 are forced together. 

One pole of the magnet 80 is connected by a wire, 92, 
to binding post 93, and the opposite pole is connected 
by wire 94 to the binding post 95. 

The rock sliaft 35 has another arm, 90, carrying the 
lower end of banner 97, The upper end of the banner 
18 guided by arm 98, When the banner is down the 
word "Free" will appear at the glass-covered opening 
in the case, indicating that the train has passed be- 
yond the station, and that the signal has been shifted 
to and locked in normal position. When the banner 
has been raised by the outward movement of the 
plunger, the word "Locked" will appear at the slot in 
the case, indicating that the operator has unlocked the 
signal at the preceding station, and that his own un- 
locking mechanism and lever-locking mechanism are 
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locked and caonot be shifted. ^Vlien tbe banner has 
dropped to the intermediate position, as it will do 
when magnet 46 is cut out, the words "Train in block" 
will appear at the slot, thereby indicating that the 
train has passed the preceding station, and warning 
the operator to ask the next succeeding station to un- 
lock his signal. 

The circuit for the magnet Qb at station B is fonued 
by the wire 99, make-and-break mechanism I {armature 
of track relay lib) wire 100, binding post 44, wire 4-1, 
springs 39 and 40 {fj, wire 45, magnet 46, wire 50, 
springs 51 and 52 (k), wire 54, binding post 55, wire 
101, battery 102, wire 103, common wire 19, and wire 
104 to opposite pole of magnet 96. 

A train having arrived at station B, the operator 
asks C to unlock his lever in order that signal 36 may 
be cleared. The operator at O thereupon pulls out the 
plunger 30, thereby, through the medium of the angle 
piece 37 (Fig. 4) and arm 38, so shifting the rock shaft 
35 that the dog 32 drops and rests upon the plunger. 
The same movement raises arm 61, engages spring 
pawl 59, on the comer of armature 57, and so shifts 
arm 53 as to force the spring 51 into contact with 52. 
This, at h, completes the cautionary circuit, consisting 
of the battery 102. wires 103 and 104, springs 105 and 
lOB, forming make-and-break mechanism m, wire 107, 
binding post 49, wire 48, i-esistance coil 47, springs 42 
and 40 (g), wire 45, magnet 46, wire 50, springs 51 and 
52 (/i), wire 54, binding post 55 and wire 101 to opposite 
pole of battery. As stated, this circuit is closed so as 
to hold arm 61 up through the medium of magnet 46, 
provided m is closed. This make-and-break mech- 
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aniam m is so connected to the locking finger 7e 
(signal lever Ic) as to be closed only when the finger 
has dropped into locking position in front of ic; and, as 
before stated, the finger can assume this position only 
when signal Ic is locked in the normal position. If this 
cautionary circuit could not be dosed by the movement 
of the plunger, so as to hold the arm 61 up, this arm 
would, when the plunger is released, drop back until 
arrested by the stop 66 on the arm 65, and thereby 
permit a hook, 108, to drop and engage a shoulder, 109, 
on the plunger. This hook, which is held out of the 
line of movement of the shoulder on the plunger by 
arm 38, when the arm 61 is held up, will, when released, 
as stated, prevent such a return movement of the 
plunger that the projection on the dog 32 can drop into 
the opening in the plunger. As such downward move- 
ment of the dog as is produced by the entrance of the 
projection 33 into the opening of the plunger is neces- 
sary in order to close the circuit through the lever- 
locking magnet i)b, it is evident that the cautionary 
circuit through m must be closed (and this is possible 
only when the lever Ic is locked at normal position) be- 
fore C can unlock B. 

If the lever Ic is locked in normal position, the cau- 
tionary circuit will be closed by the outward move- 
ment of the plunger, and magnet 46 will hold up arm 
61. While 61 is held in this position, arm 38 will hold 
up hook 108 out of the path of the stop 109 on the 
plunger, so that the plunger can be returned to its nor- 
mal position hy its spring when released by the opera- 
tor. The return of the plunger to normal position 
allows dog 32 to drop; arm 32a will then press spring 
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39 against 40, and also press spring 40 away from 42. 
Thus the dropping of dog 32 not only locks the plunger, 
but also completes the unlocking circuit thi-ough mag- 
nets 46 and 9b at f, and breaks the cautionary circuit 
through 4G at g. It will be observed that the breaking 
of the cautionary circuit is dependent upon the prior 
completion of the unlocking circuit, so that the arm 
61 is not released from the pawl 59 by the break in 
the cautionary circuit, but will be retained in position 
by the closure of the unlocking circuit, until said cir- 
cuit is broken as hereinafter stated. 

The operator at C having by the outward pull and 
release of the plunger closed the unlocking circuit 
through magnet 9b, the locking finger 76 is raised, so 
that the operator at B can shift his lever and clear the 
signal 3&, permitting the train to pass on toward C. 

The movement of the lever at li in clearing the sig- 
nal breaks (at b) the unlocking circuit to station A, so 
that the signal at A cannot be cleared until B returns 
his lever to the normal position, and mechanically 
locks it there, although the unlocking circuit to A may 
be otherwise complete. 

A short track circuit is placed in the track between 
the stations B and C, preferably near the station B, as 
indicated at F, in which is included the relay 14ft. As 
the train enters upon this track circuit, this relay is 
opened, thereby breaking the unlocking circuit (at 0- 
This break permits armature carrier 50, the magnet 46 
being demagnetized, to swing out, thereby releasing 
arm 61, which then swings down to the intermediate 
position. This downward movement of 61 and conse- 
quent rotation of the rock shaft 35 will so move the 
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arm 91 as to allow springs 88 and 89 to come together, 
lliey having been separated when 61 was raised; and 
the upward movement of arm 34, which ie not suffi- 
cient to raise 33 from the opening in the plunger, will 
so shift arm 32a, that 40 and 42 will again come into 
contact. These contacts at g and k are completed with- 
out breaking the contacts at f and It. 

As the tiain approaches station C, it enters upon the 
track circuit indicated at E, thereby cutting out the 
relay 14c and breaking (at «) the circuit through 114 
and 141f, and at the same time completing a circuit 
thpougli point 112, wire 113, binding post 72, wire 71, 
magnet 62, wire 70, binding post 55, wire 101, battery 
102, wire 103, common wire 19, wire 114, and armature 
110, By the closure of this circuit the armature of 62 
is attracted, shifting arms 64 and 65 ; stop 66 is lifted, 
arm 61 drops, 67 checks it, and spring 74 is shifted into 
contact with 73, thereby closing a retaining circuit 
through the magnet 62. This retaining circuit runs 
through 73, 74, wire 75, binding post 76, wire 115, con- 
tact point 116 and spring 117 {{•), wires 118 and 103, 
buttery 102, wire 101, binding post 55, wire 70, magnet 
62 and wire connecting the other pole of the magnet 
with contact point or spring 73. 

The signal 3c is preferably located about midway of 
the track section E, so that the main circuit through 
magnet 62 completed by the entrance of the train sec- 
tion E will not be broken by the passage of the train off 
the section until the train has passed by the signal. In 
clearing the signal for the onward movement of the 
train, the retaining circuit through magnet 62 is closed 
at p, and it is closed at i by the train. The retaining 
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circuit iiaving been closed by clearing the signal, it 
will remain in that condition until the signal lever has 
been shifted and locked in normal position, thereby 
through the medium of the sector block, forcing the 
spring 117 away from the point and breaking the re- 
taining circuit. 

While arm 61 is held up by stop 67, the banner is 
held in such position that the words "Train in Block" 
appear to the operator, a train being considered in the 
block between B and until it has passed off of the 
track section E, adjacent to signal Sc, and the latter 
shifted to normal position. As stated, the passage of 
the train off of the track section E breaks the main cir- 
cuit through magnet 62 at o, and the locking of the 
signal lever Ic breaks the retaining circuit through the 
same magnet, thereby releasing arm 65 so that it will 
drop down, releasing arm 61. The banner then drops 
and shows "Free" to the operator, indicating that he is 
now at liberty to unlock the signal at B. The down- 
ward movement of arm 61 not only raises the dog 
from the plunger and permits spring 39 to move back 
out of contact with the spring 40, but also so shifts arm 
53 as to permit springs 51 and 52 to separate, or as- 
sume normal position. 

As in the cases of stations A and B, the magnet 9c 
must be excited so as to lift finger 7c out of the path of 
the sector block. The circuit of this magnet consists 
of the wire 119, make-and-break mechanism q, common 
wire 19, wire 103, battery 102, wire 101, connected 
binding posts 55 and 86, wire 85, springs 83 and 84, 
wire 87, springs 88 and 89, binding post 90 and wire 
122. It will be observed that the make-and-break 
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iiiechaniBm j of this circuit is controlled by magnet 80, 
so that the cirenit of this magnet most be closed before 
the circuit of 9c can be completed. The circuit for the 
magnet 80 consiste of the wire 94, binding post 95, wire 

125 extending to the unlocking and indicating mechan- 
ism at station D, binding post 124, wire 125, springs 

126 and 127 (r) wire 128, magnet 129, wire 130, 
springs 131 and 132 (s) wire 133, binding post 134, wire 
135, battery 136, wires 137 and 138, contact points (() 
wire 141, contact point and armature 142 and 143 of 
the relay lid, wire 144, common wire 19, extending 
back to station C, wires 103 and 118, contact spring 
117, point 145, wire 146, binding post 93, and wire 92; 
or from common wire 19 the current may pasB by 114, 
110, 111, wires 141c and 146, binding post 93 and wire 
92 to magnet 80. 

The operator at G having asked the operator at D to 
unlock his (C's) signal lever, the operator at D will pull 
out plunger 30, thereby throwing up arm 61, so that its 
crossbar 60 will engage the spring pawl 59 and be re- 
tained thereby, provided that the cautionary circuit at 
D is closed. This circuit consists of the battery 136, 
wires 137 and 147, springs 148 and 149 (m) wire 150, 
binding post 151, wire 152, resistance coil 153, contact 
springs 154 and 127 (v) wire 128, magnet, 129, wire 130, 
contact springs 131 and 132 (s) wire 133, binding post 
134 and wire 135. The cautionary circuit must be 
closed so as to hold magnet 129 closed and prevent the 
dropping of arm 61, and consequent lifting of dog 32. 
As before described, s is closed by an arm on the shaft 
35, which is rotated by the plunger when pulled out 
The return movement of the plunger will permit dog 
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32 to drop aDd preas spring 126 against 127, tlieueby 
closing tlie cirtuit tluougli niat^iet 80 at station C. 
Tile closing of this circuit so shifts the armature 79 
(Fig. 7) as to press the springs 8^ and 84. thereby clos- 
ing, at ; (Fig. la) the uulocking circuit through 9c, and 
also shift the miniature signal 82 to clear, thereby in- 
dicating to operator at C that the operator at D has 
done his part toward unlocking lever Ic. Having re- 
ceived the indication that the unlocking circuit is 
closed at ;', the operator at C i)res8es upon the pin 155 
in tlie floor, thereby closing q in the unlocking circuit. 
The closing of the circuit through magnet !lr lifts the 
finger 7f, and the operator at C is now free to shift his 
lever to clear the signal Sr. 

The signal must, of course, be cleared to authorize 
the train to ])ass off of section E. and hence banner 97 
will not drop to indicate "Free" until after the train 
has passed ofE of section E, and the signal Sc is restored 
to normal. As soon as the banner indicates "Free" 
the operator at C is at liberty to pull plunger 30 and 
unlock the signal lever at B so as to permit a train to 
enter the block between B and C. 

It will be observed that the raake-and-break mechan- 
ism k (springs 88 and 89) in the unlocking circuit of 
magnet 9c is opened by the movement of the rock shaft 
when C pulls out the plunger to unlock 96. This makes 
it impossible for the operator at D to unlock C until by 
the passage of the train over track section F at station 
B, the rock shaft at C is permitted to rotate back suf- 
ficiently far to close k. The interposition of b in the 
unlocking circuit renders it impossible for all the 
operators along the line to unlock each other and set 



^cibyGoOi^lc 



COLEMAN'S MACHINE 81 

their signals at clear; for although C may shift his 
phinger to unlocl^ B, he at the same tlrte opens his 
own unlocliing circuit at k, ao that althoagb D may 
slrift his plunger to unlock B, he at the same time 
opens his own unlocking circuit at k, so that al- 
though D may shift his plunger to unlock C, the letter's 
unlocking wire (broken at k) will remain open until the 
train has passed over track section F. 

Where there is a siding between two stations, with 
(entrance as indicated at 8 in Fig. 1, it is necessary to 
provide means whereby a train at B may pass into 
the siding beyond the signal Zb and the track section 
F, without so locking up the unlocking and indicating 
mechanism at C, as to prevent the operator at C from 
unlocking B, after the train has entered the siding. 
As before stated, the passage of a train over track sec- 
tion F, breaks the unlocking circuit of B at /, and, the 
plunger 30 at C having been pulled Out and released 
to unlock B, is on its return so locked by the dog 32, 
when the unlocking circuit is broken at i, that it can- 
not be unlocked, except by the passage of a train over 
the track section E. Hence it is necessary to provide 
means whereby the unlucking circuit from C to B, may 
be kept closed while a train is passing over track sec- 
tion F and entering the siding. This result is effected 
by means of a shunt circuit consisting of the wires 15ti 
and 157 connected respectively to the wires 19 and 
100 of the unlocking circuit and the make-and-break 
mechanism at w. This mechanism (w) is arranged to 
close when the movable rails of the siding are shifted 
to permit the entrance of a train to the siding. With 
this shunt circuit the unlocking circuit will be held 
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closed while the train is passing over track section F, 
and hence the unlocking and indicating nieclianism 
will not be locked. 

The orderly movements of the several parts of the 
unlocking and indicating mechanism at D occurs as 
described in connection with the mechanism at C. The 
several circuits and makeand-break mechanisms de- 
scribed as before at C are also found at D, and at each 
block station along the line of the road. 

To make the description more easily comprehensible 
we may now omit the references to the circuits and 
connections, and briefly review the operations which a 
signalman, say at C, performs in connection with the 
passage of one train. First, he must unlock B, This 
he does by pulling out the plunger. This lifts 61 and 
closes the cautionary circuit at h {which circuit, how- 
ever, he does not complete unless his own lever Ic is 
locked normal, holding m closed) to hold up 61. Arm 
61 being held up, the plunger is immediately pulled iu 
by the spring. This lets the dog drop into the hole, 
locking the plunger, closing f, and opening g. (Open- 
ing g opens 4(), but not until after 9b is closed). Clos- 
ing f closes 9t and unlocks B's levei' lb. This lever 
being then pulled, the train may proceed. As the 
train passes F it opens /, thus opening 9b and 46. Arm 
61 then drops one stage, closing k and g {f and h still 
remain closed), and showing the words "Train in 
Block." 

C having cleared his signal (by cooperation of D) 
the train comes on past 3c. At E it opens n and closes 
0. This closes 62 and arm 61 drops one more (short) 
stage. At the same time the retaining circuit is closed 
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tlirough 62 at t. This circuit was closed at p when 
the signal was cleared for this train. After the train 
has passed, k is closed; and the signalman returns lever 
Ic to normal, opening the retaining circuit at p; this 
opens 62, releasing 65, dropping 61 and showing the 
word "Fi-ee," meaning that It ma.v be unlocked for a 
second train. The dropping of 61 raises the dog and 
frees the plunger; it also opens g and h. 

The co-operation of two signalmen in unlocking will 
be seen by reference to q and 80, When D plunges, 
closing r, he closes 80, closing;'; this clears the minia- 
ture semaphore and notifies C to close q (with his foot) ; 
this closes 9c and unlocks Ic. 

The opening of k by C, when he unlocks B, pre- 
vents D from nnlocliiug C until the train passes F and 
closes k. 

The drawings shown in Figs. 20, 21 and 22 show, in 
section, the signal lever and the electric slot used 
with the Coleman apparatus. As the frame in 
a cabin usnally contains a distant signal lever, for 
each direction, and often a number of switch levers, 
the interlocliing of these levers must be provided for, 
to insure that different levers shall always he reversed 
in the right order. The drawing. Fig. 20, shows a lever 
with part of aa interlocking frame. The style of inter- 
locking is the "Saxby & Farmer improved," as made 
by the TTnion Switch & Signal Co. 

In Fig. 20, A is the case containing the principal 
electrical apparatus (See Fig. 19a) and B contains the 
electro magnet which directly controls the lever Ic. 
This electro magnet is shown in transverse and longi- 
tudinal sections in Figs. 20a and 206, The letters in 
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these sections, ic, 7c and 9c refer to the same parts that 
are indicated bj these letters in the foregoing descrip- 
tion of the electrical connections. 

The sector block ic is controlled by the bar 7c drop- 
ping into the notch, as shown. A current through the 
coils of 9c lifts 7c out of the notch. The sector block 
controls the lever through shaft E' and link D. To 
move the lover, Ic, the signalman must lift the catch 




rod r, but in doing this he must revolve the shaft E, 
and this cannot be done as long as the shaft is held 
fast by the locked sector 4c. 

The view of the shaft at E' shows, in part, how the 
interlocking is effected. The interlocking bars C are 
supported at the back of the levers on frames F. The 
ends of these bars are shown at b and c. They slide 
longitudinally, and are actuated by horizontal trans- 
verse shafts E, E^, when these are revolved on their 
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axes by the catchrod r of the lever, acting though the 
link D, D'. A shaft, revolved on its axis by its lever, 
moves an iDterlocking bar by a short arm, and the sole 
function of the bar is to be pushed or puDed, a short 
distance, by the action of its lever catch-rod. so as to 
obstruct the path of some other bar. At a point whei-e 
it is desired that the first bar, when pushed, shall ob- 
struct the subsequent movement of the second bar, a 




dog, with a beveled end, ia fixed to the top of the first 
bar at the proper place to push a block athwart the 
path of the second. Blocking the second bar holds its 
shaft motionless, and this in turn prevents the lifting 
of the correapondinK eatcli-rod and thus prevents the 
signalman from moving that lever.* 
The "electric slot" is used to autoniatically set a sig- 

mchlne U more fudj- deaerlbfd 
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nal in the stop position immediately after the passage 
of a train eo as to provide against forgetf ulness or neg- 
lect on the part of the signalman. It is thu» named 
because its function is similar to the well known slot in 
the vertical rod, long nsed in mechanical signaling in 
England, by which a signal, connected 
by wires or rods with two cabins can 
at any time be put at "stop" by either 
1 signalman without the co-operation of 
the other. 

The electric slot is shown in Figs. 
21, 22 and 22a. As will be seen from 
Fig. 22a the rod UA, which is moved 
upward to clear the signal, is carried 
through an iron box, fixed to the signal 
post between the signal arm B and 
the balance lever C. Referring now to 
Fig, 21, the frame K and the parts at- 
tached to it move up and down with 
the rod. The electro magnet M, when 
energized, beeps rods U and E rigidly 
connected and the signalman has full 
control of the signal. When the mag 
net is de-energized, the lifting of the rod 
U does itof lift E and consequently has 
no eifect to move the signal arm. Kod 
U is connected at its lower end to the balance 
lever and to frame K at J, Frame K supports 
the magnets, the guide K, (Fig. 22), spring L and 
bolts J and H. Lever G is pivoted to move radially 
on H. Spring T is fixed to the bottom of the case and 
presses against loUer I, in lever G, normally holding 




Fig. S2a 
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the latter in position shown. Roller N in lever G rests 
under pawl F, which is piyoted in rod E at X. 

The centers H, N and X are normally (when signal 
operating lever is normal) out of line; any upward pres- 
sure applied at H consequently tends to move lever G 
to the left, on H as a pivot. This causes roller N to 
move out from under pawl F (which is not movable 
to the left) as a result of the resistance offered by the 
weighted signal pressing downward at X upon pawl 
F. When magnet M is energized, this movement side- 
wise of G is resisted at O, its upper extremity, as the 
link P pivoted thereto is held down by the armature R. 
Pivots S, Q and O are normally out of line, so that 
when M is de-energized any effort to move G to the 
left causes armature B to move upward (the pivot S 
being fixed) and consequently permits the roller X to 
move from under pawl P. But if the magnet M is 
energized its power is ample to hold R down; and to 
thus prevent the movement of roller N from under 
pawl F. Consequently, any upward pressure on U lifts 
the frame K bodily, with all members of the slot en- 
gaged as shown, and the signal is thereby cleared. 
Spring T being secured to the case, ceases to press 
against lever I, the instant this movement begins, and 
hence its normal tendency to force roller X under pawl 
F is not present when the signal is at "clear." 

The upper part of the "slot" is so designed as to pro- 
vide an air cushion for relieviug the sbocl^ that would 
otherwise result when the signal returns automatically 
to "stop." Roller 3 is a guide, traveling on the inside 
of the cylinder, but not at any time touching the sur- 
face covered by the piston. When a signal has been 
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put in the all-clear position, all the movable parte, K, 
M, F, etc., are in the upper part of the case, aad E, D, 
B, C, etc., are at the upper extremity of their stroke. 



Enlarged Details of Fig. i 



Point I is free from sprinji T. Then, when a train 
passes, and, by shunting the rail circuit, opens M, the 
armature R is released and the weight of the signal, 
acting through the several members described, forces 
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the roller X out from under F. The rod E, with its 
attachments B, C, D, then drops by gravity, restoring 
the signal to the horizontal position. If now the sig- 
nalman pulls rod U down again and attempts to clear 
the signal a second time (before M has been re-ener- 
gized) he can push up U, J, N, M, etc., but this move- 
ment will have no effect on F and E, and the signal 
will remain in the stop position. When the train goes 
out of the block section at the next station, M is ener- 
gized and the signalman's control over E and the 
signal is restored. 

It is to be borne in mind that the Coleman apparatus 
is a development from earlier and less complete types. 
In the Sykes apparatus, as originally used, each lock 
instrument controlled the signal lever at its own sta- 
tion by mechanical means (rods) instead of by an elec- 
tric lock. In Patenall's modification, used in the 
Fourth Avenue Tunnel, New York City, and on the 
main line of the ^Tew York Central & Hudson River 
Bailroad (introduced in 1892), various additional safe- 
guards of an ingenious nature are provided to meet 
what were deemed the peculiar conditions of the traffic 
in the tunnel, through which about 500 trains pass 
daily (on four tracks). 

To provide for permissive signaling in case of failure 
of electrical apparatus the signals in the tunnel were 
made three-position. A single rod connection (pushed 
by one lever or pulled by another) serves for all three 
indications. 

The electrical apparatus is modified by the introduc- 
■ tion of a slide beneath the plunger whereby the signal 
lever is directly unlocked. There is an electrical switch 
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ffhich keeps all metallic conneetiona with the electro 
magnet normally broken, putting the aame in circuit 
at the proper time. By leaving the slide pulled out the 
signal can be operated indefinitely (as for switching 



a be 

Fig, S3. — Semaphore for Permisnve Block Signaling 
Note. — R indicates Red; G iadicatei Qreen 

movements) without affecting the electrical connec- 
tions. The lamps are fitted with zinc and copper strips, 
which, by the action of the heat make and break an 
electric circuit so as to give a visual indication in the 
cabin, by means of an electro magnet, showing that the 
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light is burning. If the light goes out an audible alarm 
ia given. At each home eignal there is a torpedo ma- 
chine, automatically placing a torpedo adjacent to the 
track when the signal stands at "stop," and withdraw- 
ing it when the signal is cleared. 

In the tunnel the signals are dislis, fixed to a vertical 
rod which turns on its axis. On that portion of the 
line between the tunnel and Mott Haven (about three 
miles) the three different indications are shown by a 
semaphore with two arms or blades, both turning on 
the same pivot. In this signal, which is shown in Fig. 
2.% both arms horizontal (a) indicate stop; both inclined 
downward (b) indicate all-clear, and the green arm 
horizontal while the red is inclined downward (c) indi- 
cates that the train may proceed, but with the under- 
standing that the loclfing apparatus is out of order. 
The lever clearing the red blade cannot be pulled un- 
less the block section is unoccupied, as the apparatus 
is controlled by a lock in a track circuit extending 
throughout the whole of the section. The term "per- 
missive signaling" is therefore somewhat inaccurate. 
The view a shows the normal position. In b the green 
blade has been moved down by pushing up rod j at- 
tached to arm g and has carried the red blade down 
with it, there being a lug on the blade for this purpose. 
In c the red blade has been moved down by pushing 
up the outside rod r, and this rod, by its horizontal 
slot, has raised the green spectacle G to a position in 
front of the lamp. This green spectacle is not attached 
to any blade. Eod s working the green (rear) blade is 
not visible in the drawing above tlie point s. As before 
stated, pushing the connection .r (to the right) clears 
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botli arms, while pulling it lowers only the red arm. 
As shown at c the reversal of the green lever (to pall 
x) pushes up the auxiliary spectacle G; when the red 
lever is reversed (to push x) both arms are cleared and 
the auxiliary spectacle remains down. The lamp (im- 
perfectly shown in b) is behind the red spectacle in a 
and behind the green in c. There is no glass in the 
grip of the green blade. Tlie reversing of the green 
lever does not move the rod of the green blade nor 
does the red lever work the rod of the red blade. 



On the Chesapeake & Ohio, single track, a modified 
form of lock-and-bloek instrument is in use for blocking 
in t)oth directions for the same track and it has been 
adopted by the railroad as standard, 150 instruments 
being now in use.* 

In this arrangement, which was devised by the late 
M. B. Leonard, Superintendent of Telegraph of the 
Chesapeake & Ohio, the operator at B controls the 
lever of the starting signal at A, the same as in other 
controlled manual block signaling. Referring now to 
station B, the arrangement of the signals and ap- 
paratus is as shown in the accompanying diagrano. 
Fig. 24. (The line wire from station to station is not 
shown.) The road being single track, the sid- 
ings for eastbound and for westbound tracks 
are located as shown, the outlets of these 
tracks overlapping each other in front of the 
station or signal cabin. An electro magnet 
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in the locking apparatus in the cabin ia actuated bj 
trains by means of a track instrument (o) in front of 
the cabin or by a circuit closer {b) at the western end 
of the eastbound siding. (The same arrangement exists 
for westbound trains, a circuit closer being placed at 
the eaat end of the westbound siding.) The signalman, 
to permit an eastbound train to come from A, "plunges" 
to nnlock A's signal lever; and, having done so, his 
plunger remains locked until it is released by tlie ar- 
rival of the train. While B'e plunger is loi'ked the 
line circuit is open, so that A cannot clear B's west- . 
bound signal. This signal is controlled only by A's 
battery. The train eitlier passes through and releases 
the plunger by closing the circuit at a, or else enters 
the side track. If it does the latter the switch, c, must 
be closed by the brakeman of the train as soon as the 
last car clears the derailing switch at b, and this opera- 
tion, which simultaneously opens the derail at b, mo- 
mentarily cliwes (at b) a circuit which releases the 
plunger. 

To send a train forward, B. having been unlocked 
by station C, clears signal 2. This la done for a train 
starting from the side track, the same as for one pass- 
ing on the main line. Clearing this signal breaks, at k, 
the circuit connecting the track instrument a with the 
cabin, and consequently the plunger cannot be released 
by a train passing on the main Hue, until the signal is 
restored to the atop position. This restoration is made 
by the signalman after the front part of a train has 
passed his home signal, and before the rear car passes 
the track instrument, so that the track instrument may 
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release the plunger and pnt B in a poaition to allow A 
to send on another train. 

The requirement that the signalman shall restore bJB 
slginal to the stop position as soon as a train has passed 
makes him vigilant in watching for the markers, and 
thns tends to provide an eiBcient check gainst giving 
a clear signal in case a part of a train has been broken 
off and been left in the block section. 

In the case of a train entering the sidetrack, the doty 
of closing the switch c devolves on the man at the rear 




Fii. 2i.— Controlled Manual Slock Bignala at Fort 
Spring, W. Va., Cheaapeake d Ohio BaUway 



end of the train, so that there is no likelihood that the 
plonger will be released friHn b before the whole of a 
train has arrived. 

The switches and signals which are numbered in the 
drawing are worked by a 12-lever interlocking machine 
in the cabin. The switches c and g and signal d are 
not connected with the cabin. The derailing switches 
marked S L M 6 and 8 L M 8 are worked by means of 
rods connecting with switches 6 and 8 respectively. The 
derailing switches (b) at the outer ends of the sidetracks 
are likewise connected with their respective main line 
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awitches by a switch and lock moTement SigDals 2 and 
11 have Indicators to show tor trains to enter the side 
tracks. 

On the Chesapeake & Ohio a train is nerer allowed 
to enter a block section before the preceding train has 
passed out of it, except by the isBnance of a "cantion 
card," which is a written order delivered to the engine- 
man of the train; and signalmen do not issue these 
cards except by direction, in each case, of the train 
despatcher. 
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CHAPTER VI 

THE CONTROLLED MANUAL ST8TEU— Continued 

'ariE BLEL'TllIC TRAIN STAFF 

The simplest, and probably the most certain arrange- 
ment tor preventing butting collisions on single track 
railroads is the staff system, which has been used in 
England for more than 40 years, A train staff is a 
stick of wood about 20 inches long, brass bound, which 
is given to the engineman of a train to signify that he 
has the right to the road between two stations, the 
names of which are inscribed on the staff. Without a 
staff no engine can start from the station. A train 
running from A to B, with the staff for that section, 
gives up the staff at B and receives another one, giv- 
ing it the right to proceed from B to C, and so oh. To 
provide for cases where two or more trains must run 
from A to B before any train returns from B to A, there 
is with each staff a certain number of tickets, one of 
which is to be given to each of the several trains ex- 
cept the last. The last engineman takes the staff and 
all the unused tickets. If at any time the staff is at the 
wrong end of its section a train at the other end de- 
siring to use it must be moved by a telegraphic order, 
or else the staff must be sent by a special engine or 
other conveyance. 

If a staff were used alone, without tickets, it would 
provide against rear as well as butting collisions; and 
to make the system thoroughly adaptable to all c 
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stances Meaers. Webb & TtaompBon, of the London & 
NortliweBtern, deviaed the electric train-staff which 
was introdnced about 1889, and which is now aaed .ex- 
tensively in England an'd Aostraiia. It is used to a 
limited extent in this . country, the Union' Switch & 
Signal Company, proprietor of the Anlerican rights, 
having put in a number on the Chesapeake & Ohio, and 
a very few oa other roads. , 

, In this arrangement each of the two stationa at the 
enda of a section of road has a pillar containing a 
magazine holding 10 or more ataffs. With an adequate 
supply there is no necessity for tickets, and the pillars 
at the respective atations are electrically connected 
with one another, and ao locked that, one atafit having 
been taken out from either pillar, a aecond staff cannot 
be taken from either that or the other one, until the 
first ataff la returned to one or the other of the pillars. 
Thus a second train cannot start from A until the first 
one has arrived at B and delivered up ita stafE. A 
staff always has on one of its ends a key to unlock the 
switches of sidetracks, if there he auch tracks between 
the two staff stations. The staff, when used to unlock 
a switch, cannot be withdrawn until the switch is reset 
for the main track and locked. 

It will be observed that the common staff makes no 
use of the telegraph, or of electricity in any shape, and 
that lM)th the common and the electric can be operated 
without the ordinary signals on posts, for no engine- 
man is allowed to leave a staff station without the pre- 
scribed staff, and if it ia not duly delivered to him 
he will go to the station master's office for an explana- 
tion. 
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A perspective view of a BtaiF pillar is showo in Fig. 
501 ; and Fig, 502 bIiows the locking parts. The staffB 
are of metal and cylindrical. Each has four rings apon 
it, near the middle, to prevent it from being taken out 



Fig. 501.— Staff Pillar Fin. 502 

except in the prescribed way. On the face of the in- 
strument, at the top, are two dials, each with a knob . 
and indicator, and, in the middle, a galvanometer. The 
latter shows, by indicating the presence of the electric 
current, when the lock is free, permitting a staS to be 
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withdrawn. Under the right hand dial is a small key 
for signaling to the other station hy a hell, and also 
for closing the unlocking circuit to the other station. 
By turning the pointer on this dial the attendant may 
throw his battery to the bell circuit or to the atafl cir- 
cuit as required. The left hand dial indicates either 
"staff in" or "staff out." The single staff in the left 
hand or short slot of the pillar is a special one for per- 
missive working. In the "permissive attachment" 
fixed horizontally to the front of the machine, are six 
tickets, and this permissive staff is the key by which 
the attendant gets at these tickets. The special staff, 
when thus used as a key, cannot be taken out of the 
permissive attachment until it is closed and locked, 
nor can the special staff be put into the pillar while one 
ticket is out. 

Preparatory to sending forward a train the opera- 
tor, say at station A, depresses the lever or key at the 
right (K, Fig. 502) which rings a bell at station B; B 
acknowledges by pressing his lever, ringing the bell at 
A. A gives the bell signal indicating that he wishes 
to start a train, and then turns his right hand dial in- 
dicator so that B's current will energize the magnets of 
the unlocking apparatus at A. B sends the current, 
and A lifts a staff through the slot D, E, F. The move- 
ment of the staff to the top of the vertical portion of 
the slot lifts arm X and thereby raises magnets V V. 
and they in turn lift the lock. The staff is then moved 
through E to F and taken out; and during this more- 
nient it automatically changes the right hand dial and 
puts the current. back on the bell circuit. The opera- 
tor at A then turns the left hand indicator to "Staff 
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Out," holding it for a few seconds, wbich opeas the 
circuit and puts the galvanometers at both A and B 
to zero, which notifies the operator at B that A has 
taken out a staff. B then returns to its normal posi- 
tion the small lever he was holding down. 

Where the machinee at two stations are connected 
bv a single line wire, both A and B having switched 
off their bells, the depression of the key K b.v B, as 
above described, sends a current either from the cop- 
per or zinc pole of his battery, according to the position 
of the commutator Z, which is reversed as a stafE is 
put in or taken out of the column. In this case we 
shall assume that B sends a current from the copper 
pole of his battery. This current passes through both 
galvanometers, then through a polarized switch to the 
electric lock V V and thence to earth. A watches the 
galvanometer needle, and as soon as it moves over he 
withdraws a staff. The staff in its upward movement 
lifts the coils V V. These coils in rising unlock the 
disk Q and permit the staff to be moved through E 
to F, and thence withdrawn from the machine. The 
withdrawal of the staff turns the drum Q a quarter of 
a revolution and reverses the commutator from the 
copper to the zinc pole, consequently cutting off the 
copper current sent by B. The galvanometer needles 
in both machines fall back to zero, thus showing B that 
A has withdrawn a staff. A can now only send a cur- 
rent from the zinc pole, which has no effect on B's ap- 
paratus, and B can only send a current from the cop- 
per pole, which has no effect on A's instrument. As 
soon as the train has arrived at B and the staff is 
placed in the machine, the drum is turned back a quar- 
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ter of a revolution and the commutator reversed, thus 
switching the wire on to the zinc poles. Both A and 
B can now send and receive from the zinc poles, and 
consequently a staff can be obtained from either ap- 
paratus. The staff taken out again causes the com- 
mutator of the apparatus from which it was taken to 
be reversed, and the apparatus is thus placed out of 
unison again. The bell signals are given with alter- 
nating currents, thus avoiding any danger of a bell 
current affecting the electric lock. 

The locking bolt of the electric lock being very 
heavy, a magnet and current of great power would be 
reijuired to lift it through the space necessary. To 
avoid this the inventors have placed the poles of a 
comparatively small magnet normally in contact with 
the bolt, which forma an armature, and the magnet 
coils are lifted mechanically by the tail piece X, which 
is actuated by one of the projections made by the rings 
on the staff. Thus if a current is flowing through the 
coils the small magnet easily lifts the heavy bolt, but 
if no current is flowing the bolt is left unmoved. 

The drum Q carries, besides the disk for electric 
lucking, four other disks, three of which are for me- 
chanically locking the drum after the manner of an 
ordinary lock, the staff with its rings being the key. 
This prevents any tampering with the apparatus. The 
five disks are mounted about 1 in, apart on a sleeve H, 
which rotates on the shaft passing through its center. 
The notches S, S, S, 8, are in all the disks, and it will 
be seen that the removal of a staff rotates the whole. 
When a disk is returned to the magazine the disks are 
rotated in the opposite direction. The polarized switch 
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Z is similar to a Siemens relay, two tongues being 
used.* 

If the number of trains moving in one direction con- 
tinues larger than in the other it is necessary to carry 
a part of the staffs from one station to the other once 
a month or thereabouts, according to the volume of 
trafBc. When the permissive staff is used, say from 
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A to B, and is left at B, no further permissive move- 
ment is possible in the same direction until the special 
staff is returned. It can be returned, of course (with 
all its tickets) by any train. 

On the Chesapeake & Ohio, a train entering on a 
section of the line controlled by a staff must first get 

briDglng out a new and 
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ail all-clt^ar sigoal from a semaplioi-e : aud the lever br 
which this oemaphore is cleared can be unlocked onlr 
hy the staff. The arrangement of wires for this piif- 
I>o8e is shown in the diagram. Fig. 503. which repre 
sents the apparatus at Lowell, W, Va, Each home 
signal controls a distant, which does not appear in the 
drawing. 

Tn the smalt cut. Fig. 5(t4. is shown the upper part 
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of a staff crane, which, fixed at the side of the track, 
holds a staff in a vertical position, from which an en- 
gineman can take it while he is passing at from 15 to 
25 miles an hour. When a staff is taken out the hori- 
zontal arms of the crane aulomatieallj assume a verti- 
cal position. 

The action of the electric controlling devices shown 
in Fig. 503 is as follows: The operator having taken 
out a staff from his instrument unlocks lever So. 5, 
nliich works switch 5 and derailing switch 5. At the 
same time he closes, at 2fi. the circuit energizing the 
Xi-ohni relay. He then pulls over lever Xo. 5. making 
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a cleat' passage for the train from east to west on 
Track No. 1. and takes out the staff. Taking out tlie 
staff opens the circuit at 26, but the 5-ohm relay is still 
energized, as a curreot flows through its coils, by way 
of the front point of the track, or 4-ohm relay. The 
slot circuit is now closed at 28. (The slot, at 29, must 
be energized to enable the operator to clear signal No. 
7, for the train to proceed). After pulling lever No. a 
the operator places the staff in the staff crane, and 
when in position it closes (at 27) the third and last 
point in the slot circuit, energizing "it so that signal 7 
can be cleared. Signal No, 7 being cleared, the circuit 
on the electric lock through the 9-ohm relay is broken, 
locking lever No. 5 in tlie reversed position, so that the 
switch cannot be moved until the train has passed 
over the short track section just ahead of the switch. 

The engineman of a train accepting the signal pro- 
ceeds into the block section, and in passing the crane 
(at 27) takes the staff. The withdrawal of the staff 
opens the circuit on the electric slot, which puts signal 
No. 7 to the stop position automatically. 

The train also de-energizes the 4-olim relay by pass- 
ing on to the track circuit. This opens the circuit 
through the .i-ohm relay, which stays open until closed 
again by the use of the staff as before described. 

Signal lever No. 7 being put back to the normal or 
stop position, the 9-ohm relay is again energized; but 
lever No. 5 is held by its lock until the whole of the 
train has passed off the track circuit, and the 4-ohm 
relay is again energized, when lever No. 5 can be put 
normal. 

With this aiTangement it will be seen that the signal 
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cannot be given until tlie staff has been released, 
switches unlocked and set, and staff in positiOD for en- 
gineman to take. And, when once the signal is given, 
the switch and derailing switch cannot be reversed 
until the train has passed over them. Should the oper- 
ator find that he has made a mistake, and that a train 
must come from the west before he sends one west, be 
caji resort to a hand release (in a box with a glass front, 
which he must break before he can use the release). 
The key of this box is kept by the inspector. This hand 
release is usually placed in the lower part of the signal 
tower 80 as to make the releasing movement as slow 
an possible. 
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CHAPTER Vn 

AUTOMATIC BLOCK SIGNALS 

Automatic signals, actuated by the passage of the 
wheels of the cars and engines along the track, were 
tried in this country almost or quite aa early as man- 
ual block signaling; and as the wages of competent 
men have been and are much higher in this country 
than in Europe the need of automatic apparatus was 
from the first felt more strongly here than in England. 
Consequently the automatic signals of the present day 
are the result of American development- In Europe 
they have not even been tried, except in a very few 
places. Thomas S. Hall, of Connecticut, began his ex- 
periments in 1866, and in 1871 had 16 miles of road 
signaled on the Eastern Railroad (now a part of the 
Boston & Maine). Bousseau's apparatus was in use at 
Philadelphia at the time of the Centennial Exhibition 
la 1876. These early inventors used track instruments 
or treadles which, pressed down by the wheels of a 
passing train, closed or opened the electric circuit in 
a w'ire carried on poles from one end of a block section 
to the other. Hall ahd his successors developed -this 
method to a high degree of perfection; but wire-circuit 
signals, except the 16-mile section on the Boston & 
"Maine, have been superseded by the rail-circuit, in 
which the rails of the traek take the place of the 
wires; so that the oldest form of automatic sig- 
nal which is still in general use is the clock-work 
apparatus of the Union Switch & Signal Company. The 
first important permanent installation of this was on the 
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Fitchburg Bailroad {now a part of the BoBtoa & Maine), 
from Boston to Waltham, Mass., in 1879-80, tliough 
Frank L. Pope had made experiments on the Boston 
& Lowell eight years earlier, and at Philadelphia in 
1876 had worked a signal through a track submerged 
in water, Robinson's experiments were also important. 

THE UNION CLOCK WORK SIGNAL 
This signal is a disk, turned on a vertical spindle, bj' 
clock work moved by a. weight. The arrangement of 
the signals and their relation to the track is shown in 
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Fin. 2e.— Automatic Block Sigrtal Circuit 
Thia dwifrrom ia continued on the neat page 

Fig. 26, in which the parallel lines represent the track. 
H and H (J represent the signals. The block section ex- 
tends from B to C. The rail circuit battery for this 
section is at b'. When there is no train in the aectioa 
this Iiolds relay r closed, which, in turn, closes the cir- 
cuit through the signal magnet s, which holds the 
signal in the all-clear position. The presence of a train 
in the section, or any metallic connection between the 
left hand rail of the track and the right hand, makes 
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a shorter path for the current and withdraws practi- 
cally all of it from relay r, allowing its armature to 
drop, demagnetizing s and thus turning the sigual to 
the stop position. The rail circuit, connected by wires, 
is carried through the rails of the side track at v for a 
short distance, so that a train entering the side track 
is protected, the same as when on the main track, until 
all of its cars are fully clear of the main line. The 
switch, or any number of switches in a block section, 
must be connected with the signal so that when set for 
the side track the signal will indicate "stop" to ap- 
proaching trains. The rail circuit may be carried 




Fig. ne.— Automatic Block Signal Oirouit 
Continuaticn of the diajfront ihown on Ike preceding page 

through a spring connection contained in a box at the 
switch, so that when the switch rails are moved the 
circuit will be broken on one side, and the signal turned 
to "stop." This arrangement is shown (enlarged at vc) 
in Fig. 26. Another method is to run the circuit from 
the local battery L direct to the switch, as shown in 
Pig. 27. With this arrangement the signal is con- 
trolled by the switch, even if the track circuit should 
be deranged; but if the switch is a considerable dis- 
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tance from the signal and the wires are run on polea 
there is increased liability to disturbance by lightning. 
On some roads the signal, H, is set about 150 ft. 
within the block section, say opposite c, Pig. 26, so that 
the engineman as he enters the section at a can see 
the signal turn from all-clear to "stop" and thus be as- 
sured that it is in working order and that his own 
train is protected. The battery, b, in Fig. 26, furnishes 
the current for the section A B. A battery for a track 
circuit must be of low intensity on account of the poor 
insulation of the rails from the ground. 
It usually consists of two jars of thp 
gravity type, kept in a well far enough 
below the surface of the ground to be 
free from the effects of frost. 

At each rail joint the two adjoining 
rail ends are connected by a bond wire 
to insure a good electrical connection, 
and at the ends of the sections as at a in- 
sulating material is put inside the splice 
Ftff. 25 ^gpg jip^i between the rails and around 

'the bolts. 
The appearance of the signal is shown in Fig. 25. 
The clock work is contained in the box immediately 
beneath the disk or target, and it is worked by a weight 
which hangs within the hollow iron post, 16 ft. high, 
which supports the signal. The target is fixed to the 
vertical axis supporting it, and when it is set so that its 
face is visible to the engineman it indicates "stop." 
For the all-clear indication it stands with its edge 
toward the train, or, as is the case on some roads, an- 
other target of a different shape, fixed at right angles 
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to this, indicates all-clear. The stop target is usuallv 
painted red and tlie all-clear target, when used, i« 
painted white. Where a signal of this kind ia used as 
a permissive signal, green is used in some cases instead 
of red. The lamp fixed to the top of the spindle has, in 
two of its sides, opposite to one another, red lenses; 
and in the othei- two sides white or green lenses, ac- 
cording to whicli of these colors is used to give the all- 
clear indication. 

The vertical axis of the signal is connected by miter 
gears with a horizontal shaft having a ratchet wheel 
and a winding drum whicli are turned by the weight, 
as just explained. The horizontal shaft carries on one 
end a cross-head which has in its aruiN 4 pins so placed 
as to engage with a detent on the end of a horizontal 
bar pivoted near its middle, and having a slight motion 
up and down, at right angles to the axis of the wind- 
ing drum. The horizontal bar is attached at its rear 
end to the armature of an electro-magnet and can en- 
gage one or another of the pins on the cross-head, ac 
cording as it is in one or the other of its positions. The 
place of the pins is so chosen witli refei-ence to the 
detent on the horizontal bar, that when the armature 
at its rear end is attracted, and the bar is at its highest 
point, the disk will be held in the position indicating 
"all clear," but if the current ceases in the electro 
magnet, its armature falls away and the detent releases 
the clock work, which then turns one-qiiaiter of a 
revolution, carrying the signal to the "stop" position- 
It is aiTcsted by the detent engaging with the next pin 
on the ci-osa-head. When the electro magnet is again 
energized the clock work makes another quarter revo- 
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hition iind brings the sign;il aguin to "all-clear." The 
current through the electro magnet in the signal ia 
controlled by the track circuit relay, as shown in the 
diagram, and this last is open or closed according as 
the block is occupied or unoccupied by a train. A 
broken rail, by interrupting the current through the 
relay, acts on the signal the same as a train. 

Since the movement of the signal is dependent upon 
the clock work this must be wound at frequent inter- 
vals. That this may not be neglected and by chance 
leave the signal standing all-clear when the weight ia 
run down, the current which operates the signal is 
made to pass through a pair of springs which are held 
together when the signal is wound up, but which arc 
separated when the weight has nearly reached the bot- 
tom; so that just before the clock work is run com 
pletely down the circuit through the signal is opened 
and the signal left standing at "stop." Track circuit 
batteries must ordinarily be renewed about once in 
two months: the signal batteries will run longer. 

In consequence of the imperfect insulation, rail cir- 
cuits do not work well for a length of track greater 
than about one mile, and the most common length is 
shorter than this. Where it is deemed unnecessary to 
have the block sections so short as this a number of 
successive rail-circuit sections are connected one to 
another, so that the signals may be placed two or three 
miles apart. When this is done the circuit of one track , 
section is opened and closed by a relay worked by the 
adjoining section. For example, if the point B, Pig. 
26, were an intermediate point in a block section, the 
circuit made hy battery b would be arranged to open 
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and close by the action of relay r. This can be repeated 
as many timea as may be found necessary. 

The Overlap. — The arrangement of distant signals 
in automatic systems, and the use of automatic signals 
on single track, will be taken up in a later chapter. 
Most of the early automatic block signals had no dis- 
tant s, and to avoid the necessity of requiring trains to 
slacken speed at the signals (as in case of fog) the 
"overlap" is used. The arrangement of overlap circuits 
is shown in Fig. 27. The block section B C is of the 
usual length, as in Fig. 26, but the rail circuit is divided 
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Pig. 27.— Rail Circuit With OverUip 



into two parts, one from B to a and the other from a 
to the outgoing end. The signal magnet, s, is controlled 
by the relays (W and R') of both these track sections, 
and of course will thus stand in the atop position as 
long as a train is on the rails of either section ; and in 
addition to this the relay, R", of the overlap section, 
controls relay R', so that, until a train passes a, the 
signal at A (the beginning of section A B, the next 
section to the west) remains in the stop position, thus 
keeping trains from approaching B until the preced- 
ing train has passed beyond a. The switchbox x con- 
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tains a circuit breaker, controlled by the switch rails, 
BO that whenever these are set for the side track the 
signal at B will indicate stop. 

No new clock work signals have been put up since 
1894, as other kinds have been found more desirable. 
The enclosed disk signal, first extensively used by Hall, 
was early in the field, hut until about 18!K1 it was used 
only with wire- circuits. The track-circuit was from 
the first in great favor because, aside from its other 
merits, it usually detected broken rails, and because 
its eflQciency was never impaired or interfered with by 
the accidental breaking apart of a train. The electro- 
pneumatic system was brought out soon after the 
clock-work, hut its progress was slower because of its 
greater cost The most extensive installations of 
clock-work signals are those of the Boston & Albany, 
the Old Colony {New York, New Haven & Hartford) 
and the Boston & Maine, On each of these roads large 
numbers of these signals have been in use 10 or 15 
years and more. The regulations for their use are quite 
simple. The essential clauses of the Boston & Albany 
regulations are as follows: 

When the number has Vippii plai'pd on an automatic sifinal, it 
denotes that it has been put iu operation, and slioiiid be observed 
under thp rules. 

Enginemen should notice that an automatic aienal changes to 
danger when a train approaches within 200 ft. of an all-clear BigDal. 

When a train finds an automatic signal at danger (that is, show- 
ing a I'ed target or light), or if an all-clear siRnal Eaila to change 
to danger, its speed will be reduced to three (3) miles per hotti-, 
and [it will] proceed only as the way in known to he clear; but 
the signal must be reported as if causing a stop. If the number of 
an automatic signal is covered or erased, eneinemen will proceed 
with caution through the section to which (hal signal applies. 



„Gooi^le 



ARRANGEMENT OF AUTOMATIC SIGNALS 115 

A train need Dot stop at a signal which is not lighted ; but it 
must be reported, untess tbe number is c?overed or erased. 
Enginemen must repoit all stops on the proper lilanks. 

It will be observed that the Boston & Albany sets 
the signals 200 ft, in advance of the entrance of a block- 
section. This is to enable each engineman to know 
positively that the signal is in working order and has 
moved to the stop position, so as to protect his train. 
This 200-ft. arrangement is not universal with auto- 
matic signals. It is objectionable, at least theoreti- 
cally, to have enginemen run past a signal which is in, 
or is moving toward, the stop position. Again, a signal 
might be moving to the stop position, just a second' or 
two before the engine wheels entered the section, by 
reason of the misplacement of a switch; and the en- 
gineman would think that the movement was caused 
by his own engine. On the other hand, if the signal is 
arranged to move to the stop position after the engine 
has passed it, there is no check on its operation. A 
signal might be out of order and stand continually in 
the all-clear p«»sition and the engineman never know 
it. To have a hrakeman or flagman on the rear end of 
the train watch the signals and record their movements 
is attended with some difficulty and has never been 
systematically undertaken. On railroads where the 
signals move to the stop position behind the engine, 
the officers assert that the design and construction of 
the signals and the efficiency, of the care and inspec- 
tion warrant the assumption that dangerous failures — 
failure of the signal to go to "stop" when a train enters 
the section — will not occur. The "normal-danger" ar- 
rangement, hereafter to be described, obviates some of 
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■ the objections to setting the signal behind llie enjj^ue. 
It was formerly customary to require trains lo be 
brought to a stop on eucountering a signal showing 
red, or not in working order; but with suitable disci- 
pline the present Boston & Albany rule is found satis- 
factory. The same rule prevails on the Central of New 
Jersey, where automatic block signals of another kind 
are used. On the Lehigh Valley and the Pennsylvania 
the rule requires a train to stop one minute, and then 
proceed, expecting to find an obstruction. These three 
roads, unlike the Boston & Albany, have distant as well 
as home signals in their automatic systems. 

Enginemen's reports of stops, are, of course, prompt- 
ly examined, and if found to indicate any defect or de- 
rangement of signals are at once attended to by an 
inspector. 

Trouble is sometimes experienced by using hand care 
on tracks connected with clock-work signals, because 
the hand car will not always make a thoroughly good 
connection between the rails, and the signal operates 
to show danger or safety according as the circuit is 
repeatedly completed or broken by the hand car, and 
the clock work is entirely run down; it may happen 
therefore that the signal requires to be wound several 
times a day in order to keep it in service. This can be 
prevented, of course, by using hand cars with wooden 
wheel centers, but then the signal would never be 
operated by hand cars, and if one should be left on the 
track the signal would not give warning to trains. 

The efficiency and reliability of automatic signals de- 
pends on constant and intelligent inspection and care. 
The number of failures of clockwork signals is ordi 
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iiarily but a very small fraction of 1 per cent, uf the 
number of operationB, but nevertheless is probably 
larger than from other forms of automatic sigaals. A 
variety of causes may make the signal show "stop" 
when no train is in the bloclt. A broken rail, a broken 
wire above or below ground, a bad connection or a 
broken spring in the ewitchbox. failure of the battery 
or of the relays, or the breaking of a battery jar; alao, 
since tlie rails require to be bonded with a wire past 
the joints, a failure may be caused by a broken wire, or . 
by rust in the holes in the rails ; cinders on the track 
may also cause so great a leakage of current as to 
make the signals inoperative. Breakage of battery jara 
has been a great source of trouble, but this can be al- 
most entirely done away with by using first-class ma- 
terial for these jars. 

The worst failures of an automatic signal are, o( 
course, cases where the signal should show "slop" but 
is actually standing clear. These are very rare and the 
record is constantly becoming better in this respect. 
The principal causes are lightning (in the summer), 
sleet storms (In the winter), fixed magnetism in the re- 
lay or the signal magnets, or the sticking or binding of 
some part of the clock work. Better mechanical work 
will eliminate most of the failures of the clock work: 
such as remain being due to causes inherent in the 
principle, and only to be gotten rid of by abandoning 
the clock-work altogether. A heavy rain in winter 
turning quickly to snow or sleet will sometimes stick 
all the clock-work signals in the position in which they 
happen then to be. and they will not work again until 
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set free by breaking away tlie ice or by moderatioa of 
the temperature. 

THE ENCLOSED DISK SICiXAL 
The distinctivi^ merit of this signal is that the mov- 
ing parts are protected from wind, rain, snow and ice, 
and therefore can be made light enough to be moved 
by an electro-magnet of moderate size. Thus the use 
of a more powerful foi-ce, such as the weight and elocli- 
work, is unnecessary. The signals of this type made by 
the Hall Signal Company, are constructed on the same 




general principle as those used by that company at 
first with wire circuits. The arrangement of circuits 
shown in connection with the clock-work signal {Figs. 
26 and 27) is applicable to all automatic signals. The 
outward appearance of a wooden case for an enclosed 
signal is shown in Fig. 28. The case is supi)orted on 
a post of suitable height, or on a bridge, and is usually ■ 
painted a dark color. The disk, about 18 in. in diame- 
ter, made of silk or other light fabric, stretched on a 
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metal ring, or of aluminum, very thin, is fixed to the 
jirmature of an electro-magnet in the way shown in 
Fig. 29, When the blocksertiOB is clear and the sig- 
nal magnet is consequently energized, the armature 



HaU fiignalf on the .Ynrrixfoirn Braneh of the l'hilailrli.hia li Rcadiny 

holds the disk nj», in the position shown at the left of 
Pig. 29; and the approaching engineman, looking at 
the glaa8-<!0veied opening, sees the back of the in- 
terior of the case, which is painted white; this is the 
all-olenr signal. On the withdrawal «f the electric 
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(■urrent tlie difik di'ops by gravity to a position before 
the window (the armature and rod turning on the axis 
as shown), thus displaying a red, or stop, signal. For 
a distant signal a green d\»\i is used. In the older 
style of signal the night signni is a lamp fixed at the 
back of the disk, outaide the case, showing uncolored 
for all-clear and illuminating the cloth disk for the 
opposite indication. In the later designs the lamp is 
placed back of the smaller opening near the top of the 
cnse, and the upper end of the rod which carries the 



Hall DM Siffnats on llii- lllinoie Central at Chicagu — Eight Main Track» 

cloth disk (See Fig. 29) has fixed to it a small trans- 
parent disk, colored to correspond to the color of the 
day disk. 

The Hall enclosed disk, shown in Fig. 28, is usually 
mounted on the top of a post or pillar, as before stated. 
Where home and distant signals are used, the cases 
are arranged as shown in the cut on page 11!), which 
represents a signal on the Philadelphia & Reading 
Kailroad in the Schuylkill valley. The upper signal 
has a red disk, and is the home signal, while the lower 
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one has a green disk, being tlie distant for the block 
section next beyond. This style is used also on the 
JjehiRh Valley road. On the Illinois Central for a few 






miles out of Chicago, some parts of the line have four, 
six and eijjht main tracks. The arrangement of Hall 
disk signals on a bridge on this line is shown in the 
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cut on page 120, The latest desigu of the Hall Signal 
Company's signal instrument, described in connection 
with Fig. 29, is shown in perspective on this page. The 
lower disk, the daylight signal, is made of cloth (red 
for a home, and usually gi-een for ii distant signal); 
while the upper disk, th« night signal, is made of thin 
glass, of the same color as the lower one. 

The enclosed disk signal as described in connection 



@^ 



with Fig. 28 is now made both by the Hall Signal Com- 
pany and the Union Switch & Signal Company. The 
Union Company's signal is shown in the illustrations 
on page 121. In this design the case is of metal (pressed 
steel). It is made very narrow, leaving loora enough 
only for the disk, and the electro-magnet is contained 
in a box outside the main case. The joints of the case 
are caulked, making it airtight, so that the disk cannot 
be affected by moisture. The box containing the mag- 
net is also tight, but can be unlocked by the repair- 
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man. The front and rear glasses are of heavy plate 
fixed in brass rings. The lamp is supported on hinges, 
so that it can be turned around to be cleaned and filled. 
The whole case and the parts supported by it are very 
light, impoi-tant parts being made of aluminum, and it 
may be revolved on its bearings. With this arrange- 
ment the repairman can, while standing on the ladder, 
turn it around for cleaning or inspection, and if a sig- 
nal is put out of service the ease can be turned with 
its edge toward approaching trains. 

Where it is desired to use green for the all-clear- 
color indication in the daytime the inside of the back 
of the case can be painted that color, so that when the 
disk is withdrawn the approaching engineman will see 
a green disk. 

Enclosed signals may become obscured by damp 
snow sticking to the outside of the glass, and some- 
times the rays of the sun, or light reflected from the 
sky, wiir make It Impossible to see the color of the 
signal promptly on approaching it. These dlftlcultiea 
may cause delay to trains, but they cannot be called 
elements of danger, as a signal imperfectly displayed 
must, according to a rule which is universal, be re- 
garded as a stop signal. The officers of the railroads 
using these signals do not seem to look upon these de- 
lays as very s 
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AI'TOMATIC BLOCK SIGNALS ON SINGLE TRACK 

The first impoi'tant use of automatic signals on a 
single track road was on the Cincionati, New Orleans & 
Texas Pacific. Three kinds of signals are there used, 
the clock work, the enclosed disk, made by the Hall 
Company, and a similar signal made by the Union 
Switch & Signal Company. (Described in the preced- 
ing chapter). On the line of this road from Cin- 
cinnati to Chattanooga there are 27 tunnels, and 
the signals were at first introduced in isolated 
sections for the protection of the line through 
these tunnels, but additions have been made from 
year to year so that now about 230 miles of the 
line is signaled. There are no distant signals, the 
overlap being used in all cases. The block sections 
are from one mile to 3.5 miles long, Ti-ains in each 
direction are governed by the signals on the right hand 
side of the track as seen by the enginenian. The over- 
lap is in most cases about half a mile long, and its end 
is indicated by a white post, fixed at the side of the 
road, bearing the number of the signal controlled by 
that section. Tlie beginning of each block section is 
also indicated by a post. This post is about 7 ft, high, 
and it bears at the top the words "Electric Signal 
Block," the signal itself being set 210 ft. within the 
block section, so that the engineman may see it move 
from the clear to the stop position. 

The drawing, Fig. 30, shows a sketch of three con- 
secutive block sections with the signals, wires and 
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batteries as they are arranged to protect trains from 
both rear and butting collisions. Tiie letters A, B, V,, 
etc., indicate the ends of the track circuits, not the 
block sections. The block sections are from A to C, 
from C to E, and from E to H. These letters are not 
spaced to scale, and parte of the rail lines and 
wires have been broken out to save space. The odd- 
numbered signals, govern sonthbonnd trains and the 
even-numbered signals northbound trains. The suc- 
cessive positions of a series of signals as they are ope- 
rated by a southbound train are shown in the follow- 
ing table, in which C means clear signal and R mean* 
red signal. 

Sienal Nos. : 7. a. 9. 10. 11. 12. 13. 14. ITi. W. 

AtoB R C R R C C C C C G 

BtoC C C R R C R C C C C 

CtoD C C R C R R C C C C 



For example, a train in section CD holds signals !l, 
H and 12 in the stop position. So far as the action of 
the signals is concerned, it is to be remembered that 
these three signals would stand in the stop position 
for a train in this section without regard to which way 
it is moving. The way in which a train protects itself 
may also be clearly understood by following the con- 
nections to one signal, say No. 9. The presence of the 
train in section C-D opens the relay D' by short cir- 
cuiting practically all of the current from battery C. 
The dropping of the armature of D' opens the threo 
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contact points, and it will be seen that the uppermost 
one of these opens a wire running, on poles, to signal 
9. The same wire, it will be seen, runs through two 
relay points at B so that signal 9 ma,v be similarly 
demagnetized by trains running or standing in sec- 
tions A-B and B-C. 

To illustrate tlie head end proteetion, consider a 
train going from E to D and beyond. When the first 
pair of wheels passes D, signal No. 9 is set at danger 
in addition to Xo. 11, whi<:h has been previously set. 

In the table it will be seen that when a train enters 
section A-B it sets No, 9, Nob. 7 and 10 having been 
previously set; reaching section B-C, signal No. 7 is 
cleared and No. 12 is set; reaching section C-D, No. 10 
is cleared and No. 11 is set, and so on from section to 
section. 

The rules for the operation of automatic signals on a 
single track railroad are the same as those for a 
double-track road except in the important particular 
that in case of failure of any signal a flagman must 
be sent forward to guard against a butting collision. 
The rule of the C. N, O, & T. P, on this point is as 
follows: 

"If tbe signal is red before tlip train enters tbe block or is white 
and does not change to red before the train reaches the sii^nal it 
indicates danger and the train must atop ; send a t^agman in ad- 
vance immediatel,v ; wait five minutes after the flaeman has started 
and then proceed under full i*ontrol. not exceeding six miles an 
hour, until the obstrnction is reached or the train passes out of the 
block," 

The flagman or rear brakeman of every train is re- 
quired to observe the signals which control move- 
ments of trains running in the direction opposite to 
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that of his own train, and to promptly report if such 
BignaU fail to clear when he passes out of the sections 
of track which they control. 

To avoid unnecessary delays each passenger train 
carries in the baggage ear a light three-wheel band- 
car with which a brakeman can quickly run ahead of 
the train to the next block signal in advance. 
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BLBCTRO-PNEUMATIC AUTOMATIC BLOCK SIGNALS 

Automatic block signals worked by the Westing- 
house electro-pneumatic apparatus, are in uae on the 
Pennsylvania, the Harlem Division of the New York 
Central, the Chicago, Bnrlington & Quincy, the Chi- 
cago & Northwestern and the Southern Pacific. On 
the Pennsylvania some of these signals were put up 
16 years ago, and the company now has the whole 
of the main line of its New York Division and over 
30 miles of the Pittsburgh Division equipped with 
them. These lines are all four-track. Other parts of 
the road are being equipped. 

The interlocking machine and the pneumatic ap- 
paratus for moving switches are an important feature 
of the Westinghouse system; and Ijlock signals are 
worked in this way chiefly on very busy lines, where 
interlocked switches, and signals for switches, are 
numerous. In such a situation a single air compressor 
. serves for the yard work and also for several mites of 
block signals, so that the cost per signal comes within 
a reasonable limit, whereas the expense of a com- 
pressor for the block signals alone might not he 
deemed warrantable. 

The essential parts of the system are: (I) The bat- 
tery, rail circuit and track relay and connections, the 
same as in the automatic systems already described; 
(2) the signal, a full-size semaphore; (3) a cylinder, with 
a piston, for moving the signal arm by compressed air, 
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and an electro-magnet for controlling the admission 
of air to the cylinder; (4) an air compressor (with reser- 
voir and with cooling pipes to precipitate any excess 
of moisture) and a pipe laid along the side of the rail- 
road, ahove or helow the surface of the ground, to con- 
vey air under pressure to all the signals. There is a 
small auxiliary reservoir at the foot of each signal 
post. On four-track railroads the signals are arranged 
on brackft i)OSts as in Fig. i (page 12) or on bridges 
as in Fig. 5. On the Pennsylvania, bridges are used 
In most cases, and the cut, Fig. 34, shons an iron- 
post signal designed to go on a bridge. In this signal 
each arm is arranged for giving two color-indications 
at night, having two spectacles. On the home signal 
one is fitted with red glass to indicate "stop" and the 
other with green to indicate "all-clear." The distant 
signal shows a green light for "proceed" and a yellow 
one when the arm is horizontal (indicating -'be pre- 
pared to atop at the home signal").* In Fig. .13 the 
lamps (and counterweights) are not shown. The arms 
have each one glass, the go-ahead indication being 
given by showing no colored glass in front of the light. 
This is the Pennsylvania Railroad practice. Fig. .IS is, 
an engraving from a photograph of a signal bridge on 
the Pittsburgh division of the Pennsylvania Railroad, 
where Ave tracks are sigaaled. The observer is look- 
ing west. 

Where electro-pneumatic signals are used the block 
sections are usually short— ^not over 4.000 ft. long — 
and the distant signal for each section is placed on 
the same post with the home signal of the next section 
in the rear, as shown in the diagram Fig. 33. This 

■See note on paEe.l3(v, 
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diagram shows the condition of the signals, thus 
arranged, for three block sections : A to B, B 
to C, and C to D. There is a train in the middle 
section, but the other two are clear. The location of 




i^ 



Fig. S3. — Electric GircviU for Electro- Fneumatic Block Signals 

the signal posts A, B, C, is more appropriately indi- 
cated at 1, 2, 3. 

The home signal arms, at the top of these posts, are 
moved to all-clear by the pistons in the cylinders c'. 
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(■- and r*; and thf distant signals are similarly moved 
thi'ough cylinders (f , (P and d^. Air pressure is snp- 
plifd to thp cylinders through pipes from the com- 
prfssoi', indicated by heavy hrolten lines, and this sup- 
ply is controlled by valves moved by electro-magnets, 
worked through wires e' and /', e^ and P, etc. These 
circuits, energized by local batteries, L', L^, L', are 
opened and closed, as in all track circuit systems, by 
the relays r\ r', r*. 

The action of the signals as affected by the passage 
of a train may be traced by beginning with section 
CD. This section being now free of trains, relay f^ 
closes the circuit through the valve in cylinder c' and 
admits air, putting the home signal in the all-clear 
position. When the signal assumes this position it 
closes, at k^, the cirtuit through wires 14 and 15 to 
cylinder rf', controlling the lower arm at B, which is 
the distant signal for section CD. This signal, how- 
ever, in the present case, remains in the horizontal 
position, because its circuit is held open at m. by the 
home signal at B being in the "stop" position. This 
break at in is provided so that an engineman approach- 
ing B may not be confused by finding a stop signal 
standing against him while the lower arm appears to 
give him permission to go on. A home signal, when it 
goes to horizontal, always causes the distant signal on 
the same post to do the same. 

The presence of a train in section B C causes relay 
H to remain open, and this leaves the home signal at 
B in the stop position. The circuit from battery L* 
being open, cylinder </' remains unchanged and the 
distiint signal at A remains horizontal, corresponding 
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to the position of the home signal at B. The home sig- 
nal at A indicates all-clear in response to its tract 
circuit relay r', the track section here being clear, the 
same as at C. 




g. SS.—Sectio: 
View Electro- 
Pneumatic Signal 



In the latest installations of electro-pneumatic sig- 
nals the wires from the home signals to the distants, 
10, 11, 12, etc., are omitted, and the distant signal is 
controlled by a polarized relay, actuated by the track 
circnit, as explained below. 



^cibyGoOi^lc 



184 THE BLOCK SYSTEM 

The track circuit relay most commonly used with 
these signals has its moviDg parts enclosed in a cir- 
calar dQSt-proof hox, with glass sides, the coils, with 
their cores, being placed in a vertical position on top 
of the box. A sectional view of this relay is shown 
in Fig. ,17. The distinctive feature of this relay is the 
device for preventing the signal from remaining in the 
all-clear position in case the contact points at a, should 
become fused by lightning and remain stuclv together. 



Fig. 37. — Belay for Automatio Block Signals 

In such case a becomes the fulcrum and when the coils 
are de-energized, the lever ac drops at its right hand 
end, this being made possible by the introduction of 
the pivot at b. Connection is thus made at c and the 
local or signal current flows from the battery through 
ac and, by a wire connecting the screw cc with one of 
the binding ])08ts at C, back to the battery, thus weak- 
ening the current through x to the signal magnet suffi- 
ciently to allow the armature of the latter to drop 
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away, aDd thus cause the signal to move to "stop," the 
same as though the cii'cuit had been broken. In nor- 
mal working the main armature lever, pivoted at x, 
moves up and down, carrying the bar ac with it the 
same as though the two were rigidly fastened together. 
The current flows from the battery through bindini; 
post B, contacts a, the armature, and thence, by a wire 
attached at -r, to the signal magnet and back to the 
battery. If the points at a become fused, letning the 
signal circuit closed, the demagnetization of the coils 
a, by the passage of a train, will not open the signal 
circuit, and the vital function of tlie relay is interfered 
with; but the withdrawal of the current from R allows 
the right hand end of bar ac to drop by gravity, as he- 
fore described, and withdraw nearly all of the current 
from the signal magnet by making a shorter return 
to the battery. 

The circular box which encloses the working mech- 
anism has top and bottom plates of brass; and sides, 
gg, made of a ring of plate glass. By using the small 
hole at e the armature can be moved with a long 
needle. One of the screws, f, by which the ease is held 
together, can be covered at the top with a wax seal, 
thus enabling the chief inspector to keep a record of 
all occasions on which the box is opened. The delicate 
parts being enclosed in the air-tight box, this relay 
can be used in battery wells or other damp places. 

The armature pivots supporting the bar x have glass 
bearings. The screws supporting this bar at its ends 
are hollow; and the bearing, which is a short piece of 
cylindrical-shaped glass, is inserted in the end of the 
screw. This glass is about # in. long; and to avoid 
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failure in case of fracture it is encased in a liard rub- 
ber thimble which is screwed on to the brass screw. 
The binding post connections of this relay are so ar- 
ranged that the inspector can take out one of the coilB 
without disturbing the other; and each coil can be 
tested separately from the outside. 

The upper contact points of track relays can be 
either carbon or platinum. Carbon is used, where its 
conductivity is sufficient, to avoid fusing by lightning. 
The U-shape of the end of the armature, combined 
with its lightness, makes it sufficiently elastic so that, 
when it is drawn up, the contact point is made to slide 
on the carbon or platinum surface, which makes the 
connection self cleaning. In two-point relays the con- 
tacts are balanced so that the pressure is equal on 
both, even if the adjustment be not the same. 

The arrangement for working automatic distant sig- 
njiia without a line wire is quite simple. Each distant 
signal being on the same post with a home signal, the 
track circuit governing the home signal is made to 
govern the distant also, by means of a polarized relay; 
or, rather a combined simple and polarized. The relay 
opens and closes the local circuit for the home signal 
in the usual manner, without regard to the direction 
of the current, by means of an armature at the ends 
of the cores; but it closes the circuit for the distant 
only when the cnrient flows in a given direction, an 
armature to be moved by the reversal of the direction 
of the current being added between the coils. This re- 
versal is effected, of course, by the movement of the 
home signal at the next post in advance — the second 
blo<'k section in advance — which block section is the 
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one for wbich this distant signal gives indications. Re- 
ferring to Pig. 33, relay r', for example, closes the cir- 
cuit through c' in the usual manner, but when the 
home signal at C moves from the stop to the clear posi- 



1 Railroad. PitUburgk 



Note.— The tracks, beginning at Itie left arc. No. 0. eaatbouDd ttelght: 
No, 1. eastbouud frelgbt ; Mo. 2, aeBtbound frelgbt: No. 3, eaatbound 
paHBenger; No. 4, westbound paHsepger. It will be obeerTMl that tbe 
Blgnala are of unltorm belght. tbe apparent dllTerences being doe to 
the short perspective, the bridge being 5 (t. wide. 



tion, it changes the polarity of the tracli circuit from 
battery r, by a pole changer fixed to the signal post, 
and suitably connected to the track circuit, and thus 
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i-aiises the polarized relay, which takes the place of r* 
to close a circuit through d'. 

When the polarity of the track circuit is changed 
there is a brief period of time during which there is 
no current flowing through the circuit. To prevent 
this from opening the local signal circuit the relay ia 
so wound and adjusted as nut to respond instantly to 
the withdrawal of the current; before the armature 
falls away the current is restored. 

The signal shown in Fig. 34. which is the latest form, 
has a hollow iron post, and the rod from the cylinder 
to the arm is within the post. This arrangement is 
shown in the sectional view, Fig. 35. The cylinder, 
fixed at the foot of the post and covered hy an iron 
box, is shown on a larger scale in Fig. 36. The weight 
of the rod within the post, with that of the spectacle 
casting, serves to throw the signal to "stop" when the 
air pressure ia withdrawn, so that no other counter- 
weight is needed. 

Switches can, of course, he treated the same in this 
ss in other automatic systems. Where mechanical 
semaphores are found, having been erected before 
the introduction of the block signals, as is often 
the case at large yards, circuit breakers can be 
fitted to the signal levers in the cabin, so that 
whenever the signalman ju-epares to move a me- 
chanical signal to the "stop" position he will first 
cause the iirm of the automatic home signal to 
assume the "stop" position. Any mechanical signal 
can be made to automatically indicate "stop" imme- 
diately after The passage of every train, by means of 
the electric slot already described (Pigs. 21 and 22). 
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On the PRnnejlvania road mechanical signals are 
usually changed, when automatic signals are intro- 
duced, to "semi-automatic." Cylinders are added to 
move them by air-pressure, and the signalman can 
cl<-ar them only while the main track is clear; though 
hi- can open the wire circuit and throw the signal to 
"stop" at any time. Those mechanical signals which 
fiovem movements off from the main tracks are left 
in the same condition as they were in before. 

N()T£. — The arrangemeDt of night sigoals shown in Fig, 34. 
and referred to on page 130— green and red on the home signal, 
and green and yellow on the distant — has been (lie practice on 
the New York, New Haven k Hartford for about two years, aud 
is being adopted by a few other roads. The use of green for 
"proceed" relieves the engineman of the risk of taking a street 
or house light for an all-riKbt signal. Yellow lights, to be always 
quickly distinguish able fram common "white" lights, must be 
HO dark as to look some like red. but tbis likeness to red ia not 
fonnd to cause any difficulty in practice. Even if a distant signal 
were to be taken for a stop nignal no harm would ensue. 
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THE ELECTRIC SEMAPHORE 

The electric semaphore is the latest development iu 
aatomatic signals. The admitted deflcicDcies of en- 
closed sigoals and the objections to disks as less dis- 
tinctive to the eye than the semaphore have led to 
many experiments with automatic apparatus for work- 
ing full-size semaphores; and the semaphore worked 
by an electric motor is now in use on a number of 
roads. The peculiar advantage of this arrangement 
is that each signal haa its own independent motive 
power, like the clockwork or the Hall, while yet the 
arm is full size and is moved by such a powerful force 
tliiit it i?i unaffected by wind, snow or sleet. 

The line of the Illinoia Central between Dongola and 
Bosky Dell, III., 28 miles, double track, is equipped 
with automatic semaphore signals worked by electric 
motors and controlled by track circuits. The signal is 
moved from the "stop" to the "all-clear" position by 
an electric motor of '/« li-P-i which is supported on a 
bracket fixed to the side of the post below the signal 
arm. When released, the arm is returned to the "stop" 
position by gravity. 

By an arrangement of electro-magnets and wires, 
presently to be described, the signals are arranged to 
»tand normally in the stop position. The semaphores 
are practically identical in design with the ordinary 
standard semaphore, except that ball bearings are in- 
troduced to reduce the friction. Each block section 
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has a distant as well as a home signal, and each switch 
on the main track is provided with a vibrating bell 
which sounds, giving warning not to move the switch, 
as soon as a train enters the section in the rear of the 
one in which the switch is situated. Whenever a block 
section is clear (no bell ringing) a switch maj be 
opened to connect a siding with the main track; and as 
soon as the main track is broken by the movement of 
such a switch the liell begins to ring, thus apprising 
the attendant that the signal at the entrance of the 
block section has been set to stop approaching trains. 

To work a signal motor, from 10 to 16 cells of Edi- 
son-Lalande battery are used. The battery is placed 
in a box at the foot of the signal post. When the 
motor is run it winds up a cable, i in, in diameter, 
which lifts the counterweight attached to the signal 
arm and thus causes the arm to assume the inclined 
or all-clear position. The motor has an automatic 
brake, consisting of a resistance coil which retards the 
revolutions of a soft iron circular disk fixed to the 
armature shaft. 

The arrangement of the two signals, home and dis- 
tant, controlling the entrance of trains to a block sec- 
tion, is shown in Fig. ?.l. The several rail circuits 
extend from A to B, B to C and C to D. The block 
section which we are now considering extends from 
C to D, say one mile. From B to C is about 1,800 
ft., and from A to B the distance is about 1,200 ft, 
R,, Rj, R,, Rj are track relays; M and Mj are relays 
directly controlling the motor circuit; B^ and Bj are 
the batteries operating the motors, R, is the battery 
for operating the bells, and Bj is the battery for oper- 
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ating the relays M and Mj. All the track relays are 
normaUy closed and the relays M and M, are normally 
opeD. The entrance of a train on the section A B 
shunts the track battery from track relay R^, closing 
the path for battery B, through 12, thus energizing 
relays M and M,. The energizing of relay M closes the 
front contacts on that relay, thus completing the cir- 
cuit for battery B^ through this contact and the home 
signal motor, thus pulling this signal to the clear posi- 
tion. A similar result follows with relay M,, battery 
Bj and the distant signal.* 

When the home signal is in the clear position a cir- 
cuit is closed through the circuit closer 13 (attached 
to the signal), battery B, and the bell magnets 14, 15, 
causing the bells to sound at these switches. Any or 
all switches in the section of track controlled by this 
signal would be connected in the same way. 

When the train enters the section B C, relay B™ is 
demagnetized, and the distant signal arm resumes the 
horizontal position, this being effected by the breaking 
of the circuit for battery B, through the opening of the 
front contact of this relay. The train entering section 
D demagnetizes relay R,, and the home signal n ■ 
Humes the stop position by reason of the breaking of 
the circuit of battery B, through the opening of the 
circuit through relay M, at 17, It will be noticed that 



•In later inBtflllatlons. the dlsuiDt signal B Instead of l">lDe cleared 
by the Bame current that clears the home algDal. and Blainltaneouely 
therewith, Is made to depend tor Its mOTemeDt on the prior elearlng 
of the home signal. This Is done either by running an additional wire 
from the home to the dLstant or bj the use of a polailied relay at 
B, to be worked bj the tradt ■Irciilt B C The polaritj of this track 
circuit Is changed by the mon'menr of the home elenal 
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the home ^gnal is in the stop position and the circuit 
oloeer open; but the bells will continue to sound as 
long as the train is in the section C D, because a circuit 
is completed through the back contact point of B,, 
battery Bj and the bell magnet coils. When the train 
passes oat of section C D all apparatus is restored to 
the normal position. 
If, at the time a train passes A the block C D is oc- 




Oirouits for "XoTtaal-Danger" Automatic Block Siffn«l» 



cupied by a preceding train or car, or a switch is open, 
the demagnetization of R, by the action ol the wheels 
has no effect on relays M and M„ for the circuit of bat- 
tery B, is held open at Rj by the preceding train (or 
car); and consequently the signals remain in the hori- 
zontal position and stop the train at C. 

The lower armature of relay Mj when down — that 
is, when in the position that it takes when a train 
passes it and the signal at B goes to the horizontal 
position — closes a circuit through wires 18, 19 and 20. 
This circuit, which has no battery, runs through the 
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motor, and the office of the lower ai'miitme of rela.v 
M, is to clofie a circuit through the motor, outside of 
the motor battery, and thus aid in retaiding the 
motion of the signal arm as it approaches the end of 
its stroke. The relation of relay M, to the motor is 
shown in Fig. 32. Relay M has connections to its 
motor similar to those of relay M,. 

If, while a train is between B and C, a following 
train should pass A, this second train, by holding M, 
closed, would prevent the closing of the no-battery 
circuit described in the preceding paragraph; to avoid 




this the dropping of the third armature of Rj, which 
is effected by the presence of the first train in the sec- 
tion B r, is made to close the no-battery circuit around 

At stations and at all places where there are 
switches, an advance or starting signal is provided, 
80 that a train having to stop at the station can be 
moved past the home signal while the block section to 
the next station in advance has not been cleared. With 
tills arrangement the relative positions of the signals 
are as shown in Fig. 8, page 15, in which b is the home 
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and s the starting signal. At the station, bt^twfH'n b 
and s, there is generally a crossover 
trat'k, or a switch le; 
track. 

The signal arms be 
their horizontal poeiti 
proaching the distai 
upon entering the p 
tion, A B. Pig. 31 
the track beyond the 
unoccupied), clear the 
and starting signals; 
beyond the starting si] 
the arrangement is 
such tliat only the 
home signal would 
be cleared. 

Semaphores 

^^ovked by electric 

motors are made bv 

I, *!, i.1, TT 11 J Near Mountain View, Lackawanna 

both the Hall and R„;,^„rf 

the Union compan- 
ies, and are used on the Lehigh Valley, the New York 
Central, the Baltimore & Ohio, the Delaware. Lacka- 
wanna & Western and other roads. One of those on 
the last-named road is shown on this page. 
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CHAPTER XI 

THREE-POSITION AUTOMATIC BLOCK SIGNALS 

One of the most receDt installations of automatic 
semaphores moved by electric motors is that on the 
eastern division of the Pittsburgh, Fort Wayne & 
Chicago {operated by the Pennsylvania company), be- 
tween Allegheny (Pittsburgh) and Homewood, Pa., 34 
miles. Jv this arrangement, devised by Mr. W. M. 
•Jrafton, si)(nal engineer of the road, the distant sig- 
nal is done away with, and, by using the semaphore 
in three diflFerent positions, a single arm is made to 
serve the purpose of both a home and a distant signal. 



A* b'V G~f 

Fig. aa.— Three-Position Automatic Block Signah 

The following description is from the Railroad Gasette 
of January 18, 1901. 

The arrangement of the signals for three consecu- 
tive sections is shown in Fig. 39. The signal at the 
entrance of a section which is occupied by a train, 
stands in the horizontal position, as in the usual prac- 
tice; but the signal at the entrance of the next section 
in the rear, wliich under ordinary practice would have 
two arms, one indicating all-clear for that section, and 
the other ''caution" for the succeeding or occupied 
section, stands in the diagonal position. This indicates 
that the section immediately in front (B C) is clear, 
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but that the signal at the entrance of the next section 
(C D) may be expected to be foond in the stop position, 
'nie signal in the Tertlcal w all-clear position as at A 
indicatcB that two sections In advance, A B and B C, 
are clear. In speaking of these signals, the terms 
clear, caution and stop are used for the three positions 
shown at A, B and C respectively. 

Each signaJ is controlled by the track section im- 
mediately in front of it by means of the track circuit 
in the usual manner; but the control of signal B, for 
instance, by a train in section C D, is effected by means 
of a wire on poles from C to B. The signals are worked 
by electric motors of one-twelfth h.p., one at each 
signal. There is a dynamo in the power house at Con- 
way, 22 miles from Pittsburgh, which furnishes cur- 
rent for all of the signals, and in addition there is a 
storage battery at each signal bridge. On that portion 
of the road wliich is four-track, all of the signals are 
on bridges spanning the tracks. One of the bridges is 
shown on page 149. At all places where there are 
switches in the line, automatic signals are placed close 
enough to the Interlocking to serve as convenient start- 
ing signals for trains which have passed through the 
interlocking. 

The motor moves the signal arm by means of an 
apparatus analogous to the electric slot, and it is called 
the slot instrument. The track relay, by which trains 
control tiie signal, is connected as shown at 38, station 
A, Fig. 4*, S being the "slot" mechanism and M the 
motor. When the block section A B is clear 38 is 

■See inset No, 2. 
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energized and holds up its armature; thie energizes 
the slot nititrnet (1^ Fig, 7, S Pig. 4) and locks the 
signal lod (5, Pig. 6) holding the signal in the all-tlear 
position; the entrance of a train de-energizes ItS and 
li^, and thus unloirks the signal. 

Before examining the action of this signal the func- 
tions of the different parts of the operating mechan- 
ism should be understood. The motor and "slot" are 
practically one machine, contained in an iron box, at 
the foot of the signal post. This machine was designed 
and patented bv Mr. G. B. Uray, of Pittsburgh, Pig. 
4 is a diagram showing the simplest arrangement of 
circuits for the signals for two adjoining block sec- 
tions; Pigs. *i, 7 and 8 show the operating mechanism 
of the signal. Fig. 9 is the signal, and Pig. 10 shows 
a detail. 

As shown in Pig, 7. the connection from the signal 
to its operating mechanism is formed by a sleeve 5 
and a rod 6, fitting within the sleeve. The sleeve forms 
a guide for the upper portion of the rod (i. The sleeve 
is provided with wings 8, Pig, 6, which serve as guides 
sliding in grooves formed in the uprights 8a of the 
frame of the machine. The sleeve and rod are locked 
together by locking block it, which has a locking pro- 
jection 10 (see Pig. 10), to engage with notch 11, in the 
rod 6, This rod moves freely through the block when 
the latter is not held in position by lever lit controlled 
by electro-magnet 12, which is supported on sleeve 5. 
Links 15, 15, 16, 16, form toggle joints by which mag- 
net 12, when energized, presses block 9 to the left; 
while, on the other hand, whenever 12 is de-energized 
the weight of sleeve 5, with that of the casting on 
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the signal arm is sufficient to force block il to the right. 
and thus unlocli rod 6 and permit it to slide freely in 
the sleeve. The reader should remember that to move 
the signal arm down, the rod 6 and sleeve 5 have to 
be moved up. 
The signal is shifted to eaotion and clear positions 



Fig. 1,0. — Signal Bridge Nu. SS, Agnew, I'a., Liiokiag East 

by the electric motor, shown at the bottom of Figs. C 
and 8. The armature- shaft is connected by a train of 
gearing to shaft 19, (-arrying pinion 20. The teeth of 
this pinion engage a series of teeth on rod 6, and the 
rotation of the pinion thus lifts the rod and shifts the 
signal to the caution and clear positions. In order to 
permit the rod 6 to move down, after the signal has 
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gone to "atop," without reversal of the motor and its 
train of gearing, some of the teeth on the pinion 20 
are removed ; when the uotoothed portion of the pinion 
cornea opposite the rack on rod 6 the latter is free to 
drop. 

In order to relieve the train of gearing and motor 
from the weight of the signal when in clear and cau- 
tion positions the pawls 21 21a are mounted so as to 
project into the path of block 9 when it is in locking 
position. These pawls are so located vertically on the 
frame that when the signal has been moved down to 
caution or clear position the projecting end of block 
9 will have moved just above one or the other of them, 
which will drop under the projecting end of the block, 
and thereby prevent any downward movement of the 
sleeve (— upward movement of the signal arm) so long 
as the block is held locked. Block 9 and the pawls 21 
21a are so beveled that the weight of the signal and 
sleeve will have a tendency to move the block to un- 
locking position. Arm 23 is a lock for holding the 
signal in stop and caution positions so long as track 
conditions require such positions. It is mounted on 
the frame of the machine in such position that the 
hook on its end will engage notches 24 on the sleeve 
when the signal is in stop or caution position. Tlie 
hook is shifted to engage these notches by spring 25, 
which is held in a position in which the sleeve will be 
free to move by a magnet 27, Pig. 8, controlled by 
train movements. 

The drum shown at 28, Fig. 8, is a brake to prevent 
over-running of the signal-shifting mechanism when 
the circuit of the motor is broken, but this is not used 
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in the machines on the Fort Wayne L-oad. When the 
brake is used its ^oe is held away from the drum by 
means of electromagnets 33, which are included in the 
circoit of the motor. 

In order to prevent shockB to the mechanism when 
the signal is shifted, a cylinder 70, Fig. 8, constituting 
a dash-pot, is {M-ovided. Stem 72 of the piston is se- 
cured to the frame of the machine. 

The motor circuits and the circuits for energizing 
the slot-magnet 12 are controlled by the movements of 
the signal, and to this end circuit-breaking mechan- 
isms 34, 35 and 36, Figs. 4, 6 and 8, are so ar- 
ranged as to be opened and closed in a certain 
pre-determined order. These lie in the path of 
a projection or rib 37, Fig. 8, carried by the 
sleeve 5. Circuit-breakers 34 and 35 are opened 
by the movement of the sleeve, while 36 is closed there- 
by. These circuit-breakers form a part of the motor- 
circnits, one of which consists, starting from the bat- 
tery p, Fig. 4, of the wire 16, armature of relay 38, wire 
6. circnit-breaker 35, wire 11, motor M; thence by wires 
14 and 15 back to the battery. This is called the cau- 
tion circuit, as when closed it moves the signal arm 
from the stop to the caution position. The otier 
motor circuit, for moving the signal-arm from caution 
to clear, consists of battery p, wire 16, armature of 
38. wire 6, circuit-breaker 34, wire 8, contact points 
1!) of relay 3P, motor M, wires 14 and 15 to the battery. 
Circuit-breakCT 35 is closed when the signal is in the 
stop position. Circuit-breaker 34 of the clearing cir- 
cuit is 80 located as to be closed as long as the signal 
is in either the stop or the caution position, but it will 
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be opened by rib 37 as soon as the Bignal reat'lies the 
clear position. Both of these motM'-circuits are con- 
tioUed by the traclt-relay 38, so that as long as tlie 
truck-relay is de-energized the motor-circuits will re- 
main open. The "catch-magnet" 27 is also de-ener- 
gized, permitting spring 25 to press 23 against 5, so 
HB to engage with one or the other of the notches 24. 
Tlie signal-clearing circuit is also controlled by the 
relay 38' at station B, the circuit of which consists, 
starting from battery p' at B, of wire 16', contact 
points of 38'; wire C, wire 10, relay 3P at A, wires 
13, 14, 15 and 17 to the common wire and thence by 
17' and 15' back to the battery p'. As the circuit for 
clearing the signal at A is controlled by track-relay 
38' it cannot be cleared until relay 38' becomes ener- 
■ gized, and this cannot occur as long as a train is on 
section B V,. 

As the circuits for the motor are the same at each 
station, it will be understood that the signal at B will 
go to stop as soon as a train enters upon its section. 

When rod C is raised as in Fig. 8. the teeth on the 
rod are engaged by only a few of the teeth of the 
mutilated pinion 20, and those adjacent to the mutil- 
ated portion. As soon as the slot-magnet is de-ener- 
gized the sleeve 5 drops along the rod 6, carrying with 
it the slot mechanism. When the motor is energized 
the pinion 20 will be rotated in the direction of the 
arrow and its teeth disengage from the rack of the rod 
fi, which will then drop suiBciently far to bring the 
notch thei'ein in line with locking-block 9. As the 
slot-magnet is energized simultaneously with the clos- 
ing of the motor-circuit, block ft will lock the sleeve 
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and rod together as soon as the notch comes into line 
with tlie block. Bj- the continued rotation of pinion 
:iO the lod (J, and with it the sleeve and signal, will be 
shifted to caution position, where the circuit-breaker 
35 will be opened, opening the motor-circuit and de- 
energizing magnet 27; catch 23 will then engage with 
the lower one of the notches 24, thereby locking sleeve 
5 so that the signal cannot be shifted to clear; but 
will not interfere with its further movement to stop 
position. When the signal moves to stop, in the manner 
described, catch 23 will engage the upper one of the 
notches 24 and hold the signal in that position, the 
circuit of magnet 27 being broken. 

Fig. 4 shows the arrangement of the electrical ap- 
paratus and wires at two adjoining signals or stations. 
A and B. The two signals 1 and 2 are shown in the 
all-clear position, as this section (A B), also sections 
B C and C I), are clear of trains. 

We may now follow the movement of a train from 
A to B, Fig, 4, The entrance of a train at A to sec- 
tion A B (or the presence of a pair of wheels at any 
point on the track between a and b) provides a short 
circuit for the current from battery a b and de-ener- 
gizes track relay 38. This breaks all circuits leading 
to signal 1 at A through wires 6, 8, !), 11, 12, 13 and 14. 
Slot magnet H at A is de-energized, sleeve 5, Pig. 7. 
drops and the signal goes to the stop position. It is 
held in that position by arm 23 (engaging in upper 
notch 24} until the train passes out of the section at B, 

When the train passes B relay 38 is again energized 
and closes the motor circuit, battery p wire IG, con- 
tacts 38, wire fi, contacts 35, wire 11, motor M, wires 
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14 and 15). The slot circuit is also closed, (battery p 
wire 16, contacts 38, wire 6, cut out contacts 36, wire 
12. slot magnet S, wires 14 and 15). 8 and M being 
energized, and 27, Fig. 8, being also energized, the sig- 
nal is shifted from "atop" to caution. When it reaches 
the caution position it separates the points at 35, and 
then opens the motor circuit. The signal is held in this 
position until the train passes out of block aectiou 
B C. The sleeve 5 is held down by hook 23 engaging 
in lower notch 24, and it is held up by pawl 21a drop- 
ping under block 9. 

When section B C is cleared, by the train passing C, 
relay 38' at B is energized; and this energizes relay 3 
1' at station A by the completion of a circuit from 
battery p' by wire 16', points of 38', wire 6', wire 10, 
relay 3 P, wires 13, 14, 15, 17 and back as before de- 
scribed. Contacts of relay 3 P now being closed, a 
new path is provided for the slot circuit from battery 
/> by wire 10, contacts 20 of track relay 38, wire 6, wire 
'J, contact 18, wires 12 and 14, and wire 15 back to 
battery. The motor circuit is also closed from bat- 
tery p by wire 16, track relay contacts 20, wire 6, cut- 
out 34, wire 8, 3 P relay contact 19, motor M, wires 
14 and 15 back to battery. The motor and magnet 27 
being energized the signal is shifted from the caution 
to the clear position. When it reaches that position 
the motor cutout 34 is opened and the signal is held 
there by pawl 21, block 9 being pressed to the left by 
action of magnet 12. In the movement from cantion 
to clear, cutout 36 is opened and the slot circuit passes 
through relay contacts 18 and wires as last described. 

In case a switch in section B C should be opened, or 
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any break should occur id that track circuit, magnet 
12 (S, signal 1, station A) would be de-energiaed 
(through SSO and signal 1 would go to the stop posi- 
tion; but 12 will be immediately re-energized, as, al- 
though 3 P at A ie opened, by the opening of 38', a 
path for the motor circuit is provided by circuit 
breaker 36, which is closed by the movement of the 
signal from the clear to the stop position. 

The track relays used are two-point or double-con- 
tact relays and were made to carry two separate cir- 
cuits. A wire, termed a "jumper," is soldered across, 
connecting together the two armature levers and the 
relay is used as a single contact relay. This was done to 
increase the carrying capacity if the current should 
become excessive. 

At 5, Fig. 4, is shown the locatictf) of a cutout in the 
main feed wire, which is operated by the movement of 
the signal mechanism, and which is designed to auto- 
matically open the circuits leading to the signal and 
prevent waste of battery, if wires 9 and 12 should be- 
come broken or disconnected. 

Fig. 11 shows the arrangement of signals and elec- 
trical connections at a junction where the automatic 
circuits must be under the control of an attendant 
The switches and switch locks and the signals (like 2 
and 12) whicii govern movements that are whoUj- 
within the yard, are worked by levers in a mechanical 
frame in the usual way; signals y and z, which are for 
movements wholly outside the interlocking limits ai'e 
entirely automatic; and the signals (1 and 14) which 
control liighspeeil movements through the yard are 
worked by electric motors and controlled by the track 
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oirpiiit, but are alwo controlled by the signaliiiiiii, who 
van set them in the stop position at any time by open- 
ing the electric i-ireuit wliu4i holds them in the clear 
position. 

The lower arm of signal 14 is fixed in the stop posi- 
tion, and always shows a red light at night. Accord- 
ing to a general rule in force on the Pennsylvania 
Lines west ot Pittsburgh this "dummy" arm is always 
supplied in situations like that here shown, in order 
to make the practice uniform with that whei-e there 
are diverging tracks, as at signals 1 and 2. 

Signal r is shown, with its electrical connections, at 
::k and signal _v at yk; these are controlled by the track 
circuits the same as tlie signals in Fig. 4. 

Signals 1 and '2 are shown at 1 k. Signal 1 is con- 
trolled by rela^' Tk, the same as by relay 38 in Fig. 4; 
and relay S Pk performs the same function for the 
track circuit beyond signal y as does the similar relay 
in Fig. 4 for section B C. 

The circuit breaker at 1 c^ is open whenever signal 1 
is in the stop position, thus insuring that the distant 
indication for signal 1 shall always be "caution"' when 
1 indicates stop. 

Lever No. 1 for signal No. 1, is shown at Lk. The 
signalman is free to reverse the lever whenever it is 
not locked home (it is locked home mechanically when- 
e'er switch 5 or switch 7 is not set for the main track, 
and whenever signal 12 or signal 13 is cleared); but 
reversing lever No. 1 does not clear its signal unless 
the track is clear from signal 1 to signal y; for the 
track cir<-uit of this section (battery 43, relay Tk) con- 
trols the lever by circuits presently to be described. 
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At 40 is shown the electric lock for lever No. 1. This 
lock when de-energized holds lever No, 1 immovable (if 
the lever is in the normal or "stop" position) and it is 
energized (nnlo<-king the lever) only when its circuit is 
closed at g and at ks. 

At 48 is shown a rotary circuit controller which is 
oj>erated by the movement of the latch lever on lever 
No. 1. The "stick relay," 41, is to compel the signal- 
man to return the lever to the normal position before 
clearing tlie signal a second time. The "lever relay," 
42, is energized only when lever No. 1 is reversed. In 
these aemi-antomatic signals this relay controls the 
same circuits that the track relay does in the entirely 
automatic. 

The arrangement of circuits is as follows: From 
battery by wire a. track relay contacts b, wire r, cir- 
cuit controller 48 at contact d, wire c, stick relay 41, 
wire f back to battery. When 48 is shifted by lifting 
the latch lever, contact g is closed and d is opened, the 
stick relay circuit remaining complete through wire 
A, stick relay contact i, relay 41, wire / to battery. Con- 
tact k of the circuit controller 48 has also been closed, 
completing the lever relay circuit through a, b, c, k, 
wire L, contact m, wire n, lever relay 42, wire f, back 
to battery. 
. When relay 42 is closed by the action of the signal- 
man on the latch the signal circuits will be completed 
through its contacts, the same as they are through the 
track relay in the entirely automatic, and the signal is 
shifted by the motor from "stop" to go ahead. 

When a train enters the block section between signal 
1 and signal r, track relay Tk is opened, the circuits 
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through stick relay 41 and lever relay 42 are broken 
and the signal ib shifted to stop. Stick relay 41 will 
remain open, as no current can pass through its coils 
until lever 1 is returned to its normal position com- 
pleting the circuit for 41 through d. 

This the putting of the signal to the stop position is 
done in a manoer similar to that described in Fig. 4; 
hut the movement of it the other way is controlled hy 
the signalman, through 48 and 42. Closing 42 has no 
effect on the signal unless the track is clear, as the 
presence of a train on the track between I and y will 
hold the motor circuit open at Tk, and a train between 
y and the next block signal will hold it open at :i Pk, 
the same as in Pig. 4. When, by lifting the latch pre- 
paratory to pulling the lever, the signalman closes 42, 
he closes the motor circuit at v ; but if the track ia clear 
only to y the signal will be moved only to the caution 
position; while if the section beyond y is clear the 
signal will be moved to the clear position. 

When lever lock 40 is de-energized and its armature 
down it locks lever JJo. 1 immovable, provided the 
lever is in its normal or "atop" position. When the 
signalman lifts tlie latch preparatory to pulling the 
lever he closes the circuit of 40 at ^ and thus causes 
40 to unlock, provided its circuit is also closed at ks 
(wires 50, 51 battery, wires f and 49); and it is closed 
at ks if the signal is in the stop position. 

On the approach of a train from the east the signal- 
man, if the westbound track is clear as far as y, pro- 
ceeds to pull lever 1 to put the ana of signal 1 in 
position to admit the train. He must first release the 
lever by lifting its latch; this moves 48. closing g and 
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Opening d; (41 is not affected, as it has two connectionB 
from 48); lifting the latch also closes k, closing 42; 
and this last starts the motor to move the signal arm 
downward. 

The slot machine circuit closers shown on this plan 
are the same as those shown in Pig. 4, except that there 
ia a fourth one, ks, its function heing to close the lock 
circuit when the signal i« at "stop." 

The control of lever No. 14 is arranged in the same 
way as that of No. 1. 
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OONOIiUSIONS 

We have now examined the two methods of block 
signaling h; the aid of electricity, and their principal 
snlt-diyiBiODs, viz., (1) majiaal, (a) simple, and (b) con- 
trolled by electro- mechanical means; (2) automatic by 
(a) dislce, (b) enclosed disks, (c) semaphores worked by 
mechanical power, and (d) semaphores worked by elec- 
tric motors. Seeing these difEerent kinds, all of them, 
except one, still in favor in one place or another, the 
reader may, not annatnrally, desire to make a com- 
parison of their relative merits; or at least to inquire 
why such a variety is necessary or desirable. Only a 
qnaJifled answer can be given to this question, for the 
art of signaling is yet comparatively new and some 
ideals, the attainment of which is by no means un- 
likely, are still anattained. Bome of the devices in use, 
thoagb efQcient, are stilt undergoing improvement. At 
first but few railroads introduced block signals unless 
they were practically compelled to do so, by pressure 
of increased business or by difftculties In disciplining 
trainmen to observe the necessary safeguards in run- 
ning trains without block signals. They therefore felt 
it necessary to take the best apparatus or method 
available at the time, without making exhaustive com- 
parative tests. Progress has, therefore, been rather 
intermittent and unsteady, and the state of the art can 
hardly be called well settled. 

The original method of spacing trains — by main- 
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tainiiig an interval of time, of from 5 to 15 minutes, at 
every 8tati<Hi (and, of course, only at stations), between 
each two trains running in the same direction — may 
become unsatisfactory for either or both of two rea- 
sons: (1) too many trains, ao that the shortest practi- 
cable time interval is too long, and causes delays to 
the trains; or (2) difficulty in warning the following 
train when the leading train is delayed between sta- 
tions and uses up the time interval. 

Under the first head the question is, How short a 
time is sufficient to warn a second train in case the 
first is unexpectedly stopped? In clear weather, in 
daylight, on a level prairie, probably three minutes 
would be deem'Cd long enough. But every railroad is 
subject to foggy weather, and those in cold climates 
have to contend with snow, so that in making rules for 
general application it ia necessary to prescribe an in- 
terval long enough to insure safety under these ad- 
verse conditions; and five minutes is the shortest time 
interval in common use. Trains running at the rate 
of a mile a minute must therefore keep five miles apart. 
Block signals, fixed ao as to permit trains to run OTily 
one mile apart, will therefore increase the capacity of 
a railroad under these conditions five-fold. Where 
curves or tunnels are numerous a longer time interval 
is desirable, and 7 minutes or 10 minutes is the rule 
on many roads. With this the need of the block sys- 
tem is, of course, felt sooner than with a short in- 
terval. Where the distances between stations are more 
than, say, five miles, the time-interval system becomes 
unsatisfactory by reason of the varying speeds of 
trains. A light train leaving a station at 8:05 may in 
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a few miles overtake a heavier train which left at 8:00. 
An essential element in the safe operation of the time 
interval system is the maintenance of a uniform rate 
of speed with all trains of the same class, and this is 
often difiBcult. 

The second point is the difficulty in warning follow- 
ing trains. Fogs and snows, already mentioned, ob- 
scure the engineman's view and therefore make it 
necessary for a man to go back with a flag or lantern 
a half mile w more. On a crooked road in a hilly 
country this is the minimum distance at all times, 
whatever the weather. The faster the train runs, the 
longer must be the time interval, to permit the flagman 
to go back far enough. The irksome nature of the work 
tempts flagmen to neglect their duty; delays due to 
waiting for a flagman to return to hia train tempt 
conductors to shirk sending out a flag; leaving a flag 
displayed after its train has resumed its journey, de- 
ceives the following engineman; and leaving a separ- 
ate flagman behind on the occasion of each detention 
deprives the train of brakemen, and delays the follow- 
ing train to pick up the flagmen. All these circum- 
stances combine to make the time interval unsatisfac- 
tory. Failure to carry out the regulations causes a 
colliaion now and then, entailing loss of life and prop- 
erty. 

But unsatisfactory as is the time interval and flag- 
ging system, the block system is a costly substitute for 
it. A road running only one train a day, or keeping 
only one engine under steam, obviously needs no block 
system. A number of trains may be run while yet the 
expense of keeping ah attendant on duty at every sta- 
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tiou, day and night, or even continuoastj during the 
da;, ma; be deemed unwarranted. Bat as soon aa a 
road has enough business to warrant the employment 
of regalar station agents on duty all the time, it should 
have the block system. The managers of thoasands of 
miles of railroad, by theyr action, if not by their words, 
deny this; but od the other hand some of the wisest 
and most experienced managers hold this view. Im- 
agine a road with stations 15 miles apart and trains 
running over the line once in two hours {average in- 
terval). The block system is now used on very few lines 
of that kind; and yet the enforcement of a time in- 
terval of 20 to 30 minutes between passenger trains 
and of 30 to 60 minutes between freight trains would 
make it possible to use the space interval, with its 
greater safety and more satisfactory conditions. Those 
superintendents who have adopted the block system 
with long block sections testify that the enftwcement 
of the long time intervals necessary to do this (long as 
compared with former practice) is not nearly so diffi- 
cult as had been feared. In fact, it is not difficult at all. 

With a moderate number of trains the manual is 
the only block system that can be used, because the 
cost of the apparatus for the automatic system would 
be prohibitive; whereas, the attendance necessary 
with the manual system can be devolved upon station 
agents, whose other duties are light, and whose at- 
tendance at their offices will cost nearly or quite as 
much if they do not do signaling as if they do. Only 
two railroads have made extensive use of antomatic 
signals on a single-track line. 

The introduction of electrical apparatus, like Cole- 
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man's, in connection with manual block signals, makes 
a considerable addition to tlie expense. Suck appara- 
tus, to be of value, mast have OTery possible safegoard, 
and must be aupemsed with great care and intelli- 
gence to make sure that the safeguards provided are 
regularly used. It has been but little used except ou 
important lines; and if we may judge by the action 
of the large number of railroad companies which have 
considered it but have not adopted it, its value is a 
point on which there is as yet no satisfactory agree- 
ment. 

Coming now to automatic block signals, the practi- 
cal question is not whether or not to use the space 
interval, but what kind of apparatus to use. As al- 
ready intimated, a road cannot afford the outlay neces- 
sary to put in automatic signals unless it has a con- 
siderable trafBc, and these signals were first put in 
chiefly by roads with ample capital. In the early years 
of automatic block signaling the question of the re- 
liability of the apparatus was a chief element in de- 
ciding whether or not to use a given design, and there 
was much discussion whether or not a machine could 
perform signaling functions with the uniform safety 
which is secured by employing a man at each signal 
station. Those who believed that the machine was not 
to be trusted and who yet felt that the liability of men 
to forget was a weakness of the manual system, were 
inclined to adopt the electric locking apparatus, of 
which the Coleman machine is an example. 

Perhaps the most instructive example in America 
is that of the Pennsylvania Railroad. This company 
introduced manual blocking extensively on its main 
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line more ttian 20 years ago, and to some extent more 
than 30 years ago. CabiuiB were built, separate from 
etationa, and very little of the signal work was done by 
men having other datiee, so that the cost of the sys- 
tem was heavy. But the traffic was also heavy and the 
expense was deemed fully justifiable. After using the 
automatic signals in a limited way for a few years, 
however, beginning in 1884, the company began to ex- 
tend them quite fast, and now has protected by them 
about 500 miles of track on lines which formerly were 
signaled by men; so that there can be no question that, 
as far as safety goes, automatic signals are deemed 
fully as satisfactory as the manual system. And the 
abandonment of scores of cabins, with their night and 
day attendants, has, of course, made a large redaction 
in the monthly expense account. 

The relative desirability of the different kinds of 
automatic signals is a question that cannot be entered 
into here, for to do so with any thoroughness would 
take the discussion beyond the scope of this work. 
Moreover, the element of cost has been an important 
factor with railroad officers in deciding what to use. 
But a few obvious comparisons, already touched upon, 
may, for convenience, be restated here. The disk, un- 
protected from the weather, is still in use and is so 
satisfactory that one road which took some of this kind 
out, to introduce a later design, on an important line, 
re-erected the disk signals (clock-work) on a line which 
was less important, but still not an unimportant one; 
but no new unenclosed disk signals are being put up, 
because, drst, the enclosed disk has become better 
known and has been improved, and, second, the auto- 
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matic semaphore has been cheapened and improved. 
The expiration of patents on some devices has led to 
improvements. The enclosed disk is superior to the 
outdoor, because it can be worked with much less 
power. The semaphore, in turn, is superior to the 
enclosed disk because it cannot be obscured by anow 
or reflected light on the glass, though it requires more 
powCT. The development of the electric motor and the 
improvement of frost-proof batteries has made the 
electric semaphore possible. Motors and economical 
batteries were unkuowu when the clock-work signal 
was invented. Automatic electric semaphores protect- 
ing 35 miles of four-track railroad are now worked by 
a-dynamo at a central station, feed wires being strung 
along the line of road and storage batteries being in- 
troduced at each signal, or where necessary, 

Tiie electro-pneumatic signal has been developed 
somewhat independently of other kinds. The cost of 
a power station for ewnpreasing air is a large item of 
expense, and except on the Pennsylvania Railroad no 
block signals of this kind have been put up unless a 
compressor was installed for a large yard. Perhaps 
the Pennsylvania is not an exception, as there are 
numerous yards on those of its lines which have elec- 
tro-pneumatic bloek signals; but evidently the com- 
pany believes this type of signal the best for all double- 
track lines on which the traffic is heavy. 

As before stated, the Pennsylvania Railroad has 
shown by its action that automatic are deemed as safe 
as man-operated signals. A precise comparison of the 
relative safety of the two systems cannot be made, for 
the reason that the number of lives saved by the use 
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of the one syBtem as compared with the other, or by 
either, compared with no block signals at all, cannot 
be fairly computed except by considering a long series 
of years. The amount of money saTed by the preven- 
tion of collisions is also hard to compare, aa between 
the two systems, for the same reason; though as be- 
tween a block system and no block system, some roads 
have found a decided saving immediately on the in- 
troduction of the space-interval, the number of minor 
freight-train collisions being at once reduced. 

With man-operated signals no record is available of 
the number of errors made in a thousand or a million 
train movements, although errors have been made, re- 
sulting in collisions, not only with the simple manual 
system but also with the "controlled manual." For 
automatic signals a few records have been published. 
These give failures under two heads, (1) failures which 
cause delay only, (2) failures which may cause a col- 
lision by showing a signal "all-clear" when it should 
show "stop." From the standpoint of safety we con- 
sider only the latter class. In the operation of auto- 
matic signals on the Chicago & Northwestern Railway 
for seven years, with over three million signal move- 
ments yearly, the proportion of false clear indications 
has been about one to one million. A similar ratio 
was given in a statement published by the Philadel- 
phia & Reading. The latest record from the Pennsyl- 
vania road is one of somewhat earlier date, and shows 
1 to 635,151. 

The cost of installing and maintaining automatic 
ffignals Is a question which, like that of deciding when 
and to what extent the block system shall be intro- 
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duced, must be decided largely liy each cempany f«r 
itself, local circumstances varying widely. A few gen- 
eral statements will serve as landmarks. 

The Philadelphia & Reading has spent for enclosed 
disk signals from |1,500 to f4,000 per mile of road. 
The cost per mile varies according to the length of the 
block sections and the frequency of the switches. The 
larger sum refers to lines with more than two tracks 
with a distant signal for each home signal, the distant 
being on the same poet with the home signal of the 
next block section in the rear. The cost of disk signals 
has been reported in various cases as about f400 per 
signal. The cost of maintenance of disk signals has 
been reported at from f67 to $100 per signal per year. 
For semaphores worked by electric motors, actuated 
by batteries a complete equipment for a double-track 
line, with distant dguals, costs from |1,200 to $1,800 
per mile, the smaller figure being for a tine with few 
switches. 

The cost of electro-pneumatic signals on a four-track 
railroad, with block sections averaging three-fourths 
of a mile long, was, in a certain case, $5,000 a mile, 
which, of course, included distant signals. The cost 
of maintenance of signals of this kind for one year, 
including oil and attendants for the lamps, material 
and attendants for the batteries, air compressnng and 
repairs to the compressing plant, is given for one four- 
track railroad as $33.93 per signal arm. The cost per 
mile of road, with blocks of the length just mentioned 
would, therefore, be $362 a year. 

The total length of railroad in the United States on 
which block signals are used is (December, 1900) ai>- 
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proximatelj 26,000 miles. This includes certain lines 
where the block signals are used only to protect pas- 
senger trains; hut these are essentially hlock signaled 
lines, for the vital feature is the presence of the facili- 
ties and of the men trained to use them. Even the 
British Government, with its strict standards, has to 
leave the railroads free to use the permissive block 
system with freight trains whenever the absolute rule 
would cause delay. With this mileage included, we 
have just about ten times as much manual as auto- 
matic signaling. On the basis of miles of track, how- 
ever, the proportion would be different, as of the au- 
tomatic mileage five-sixths is double track or four 
trac];, while of the manual three-fourths is single 
track. Of the road worked by manual signals about 
1,000 miles has the "controlled manual," more than a 
third of this being four-track line. 

The following table, showing the names of the roads 
on which this block signaling is to be found, is con- 
densed from a more detailed list published in the Rail- 
road Gazette, January 11, 1901, in which was given the 
mileage of single-track, double-track and four-track 
road under each of the two headings; also (for the 
most of the roads) the termini of each section of road 
signaled. 
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Atlantic CItr B. R 

Atlantic Coast Liae 

Baltimore & Ohio 

Baltiuore & Ohio South wes 



Central of New Jersey 

Chesapeake & Ohio 

Chicago & Alton' 

Chicago. BorllQgtoL & Qulncf 

Chicago Sc EaHtern Illinois 

Chicago. Milwaukee & St Paul 

CWcago & NocthweBtern 

Chicago Terminal Transfer 

Chicago. Bock Island & Pacific 

Cblcago & WeHtern Indlaua 

"■-* "- ■--'.MlnneapoliB & Omaha,. 



Kansas City. Ft. Scott * Memphis 

Keatuck7 & Indiana Bridge 

Lake Shoie & Mlchisan Southern 

Lehlgb Valley 

IjOng Istanil 

Metropolitan West Side Elevated, Chicago 

Michigan Central' 

Mobile & Ohio* 

Nashville. Chattanooga & St. Louis 

New York Central & Hudson River 

New lork. New Haven & Hartford 

New Yort, Ontario & 'Weatem 

New York. Snsanehannu &, Weatem 

Norfolk & Western 

Ohio River Bridge and connections 

Pennsjlvanla (all east of Pittsburgh and Hrie). 

Pennsylvania (west of Pittsburgh) 

Peotia & Pekln Union ., 

Philadelphia & Reading 

Pittsbuncb. Bessemer & Lake Brie 

Pittsburgh & Lake Erie , 

Pittsburgh & Western 

Bicbmond, Fredericksburg & Potomac 

Rio Grande Western 

South Side Elevated, Chicago 

Southern FaciOc ".'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'.'. .'.'.'.'.'.', 
St. LouIb. Keokuk & Northwestern 
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The totals of tbe nnabrldaed table are as follows: 

Mllea. 

AQtomatlc, single track 405.5 

Do., double track l.MS.a 

Do., four track 236.6 

Do., total 2,2M.7 

Non-automatic rtngle track 18,144.0 

Do., donble track 6,828.8 

Do., four tract 406.1 

Do., total 24,372.9 

Total, botb kinds, deducting dnpllcatlons 28,60S.a 



NOTES 
> manual blocking the block signals a 
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AUTOMATIC BLOCK SIGNALS. 

Total Mileage of Railroad Equipped to Januarj/, 1902. 

Ulles. 

Atchison, Topeka & Santa Fe 24 

Baltimore & Ohio 04U 

Boston & Albany 146 

UostoD & Maine 135 

Canadian Pacific 18 

Central of New Jersey 14;i 

Chicago & Alton 89 

Cblcago, Uurllngton & Qulncy 25 

Chicago A Eastern lUlnote 8 

Chicago, Milwaukee A St. Paul 7 

Chicago & Novth Western limi^ 

Chicago Terminal Transfer 4y, 

Chicago, Bock Island & Pacific 15 

Chicago. St. Paul. Minneapolis & Omaha 4 

Cincinnati, New Orleans & Texas Pacific 229 

Delaware & Hudson 88 

Delaware Lackawanna & Western 258 

Brie & Wyoming Valley 2 

Grand Tronk 6 

Illinois Central 87 

Lake Shore & Michigan Southern 40 

Lehlkh Valley Mf. i/^0 

Metropolitan Weat Side EieVated" (Chicago) .' ,' .' .' .*.* .'.' .'.' .* .' 3 

Michigan Central 213 

New York Central & Hudson River. T8 

New York. New Uavea * Hartford 251 

New York. Ontario & Western 64 

Norfolk & Western 1 



Pennaylvanla 20S14 

Pennsylvania Lines West So 

Philadelphia* Heading 282^4 

Philadelphia & Heading (Atlantic City Division) OSU 

Pittsburgh & Lake Brie 10 

South Side Elevated (Chlcagoi 9 

Southern 11 

Southern Pacific 78 

St. Louis. Keokuk & Northwestern 18 

St. Louis * San Prandsco 4 

Staten Island Itapld Transit 9 

Union I>aclflc 15 
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INTERLOCKING 

CHAPTER Xm 

THE 8AXBT & FARMER INTERLOCKING MACHINE 

It iB to be remembered that the function of all fixed 
aignalB, whether called block slgnaU or by some other 
name, ie to inform the englneman whether or not he 
may proceed beyond the signal, or on what conditions 
he may proceed; and to convey the information aome 
seconds before it will have to be acted upon. This last 
is a viteil feature, for the essential difference between 
driving a horse in the street, and driving a locomotive, 
the difference which makes costly signals necessary, 
ia that the engine driver, controlling a heavy body 
moving at high speed, must have ample preliminary 
notice of any requirement to stop. 

Interlocking wag preceded by concentration of 
switch levers. As early as 1846 it became common in 
England to concentrate in one cabin the levers of a 
number of switches lying near together, and of the 
signals governing these switches, the services of one 
or more attendants being thus dispensed with, and 
the celerity of train movements being facilitated. But 
experience with a half dozen levers in one frame soon 
emphasized a new danger; the attendant might care- 
lessly give ali-clear signals simultaneously to two 
trains, coming from different directions, to proceed 
over routes crossing one another. To meet this dlffl 
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cultj interlockiog was devised. In large termmaU, 
with numerous tracks, concentration of levers is now 
an essentia] requisite of prompt movement and eco- 
nomical use of ground; and interlocking is an essential 
feature of concentration. 

Interlocked signals are worked from a cabin by rods 
or wires supported near the ground at suitable inter- 
vals on grooved rollers or pulleys. Of wires it is the 
usual practice to use two; the second or back-wire 
being added to make sure of the prompt return of the 
signal to the normal or "stop" position, though the 



Fig. 42. — Interlocked Sicitdtea and StgnaU 

LOCKING SHEET 

1 locks 2 reversed. 

2 locks 3 normal 5 normal. 

3 locks 

■ ' ■ ~ is reversed locks 5 normal ) 



counterweight alone should perform this function. The 
universal standard signal for switches, crossings and 
drawbridges is the semaphore (Fig. 2, page 8); though 
at some drawbridges, and at many minor crossings (of 
one railroad with another) where interlocking has not 
been introduced, various balls, targets, gates and other 
old fashioned devices are still in use. Dwarf signals, 
about 4 ft. high, are used for very alow movements 



^cibyGoOi^lc 



THE SAXBY & PARMER MACHINE 175 

suL-h as those to jiiid from side tfacks. lu crowded 
yai'ds biidftes ait' used, the same as for bloek-sigoals 
OH four-track lines, (See Fig. 51). 

The arrangement of interlocked switelies and sig- 
nals is the same whether the yard be simple or com- 
plex, and the principle is shown in the accompanying 
diagram, Fig. i'2. This drawing shows n 



Fig. .}/.— -.So^ftj/ d Farmer liilcrlucking Machine 

track connecting the siding c d with the eastboand 
main line a b. The switches are in their normal posi- 
tion, allowing trains to pass from a to b and from c 
to d; and the signals are all in their normal positions, 
each indicating to an approaching engineman that he 
nitiBt atop before he passes the signal. Signals 1 and 
2, which are for high speed movements, are on tall 
posts, while signals 4 and 5, being for low speed move- 



;abyG00.i^lc 



176 INTERLOCKING 

meota, are dwarfs. For complete sigDaliiig there 
would be a dwarf signal at x for movements from d 
to c; but to simplify the illustration that signal is here 
omitted. To permit a traio to pass from a to ^ the 
signalman pulls ("reverses") lever 2, moving the arm 
of signal 3 to the all-clear or go-ahead position («0 
degrees to 75 degrees downward); and the interlocking 
of the levers in the cabin prevents him from doing 
this unless the switch in the main track is in the right 
position. If the switch has been moved to the other 
position the lever of 2 is immovable. If signal 5 has 
been cleared for a movement in the other direction 
(from btoa)2 cannot be cleared. Signal 1, when hori- 
zontal, does not stop a train, but simply gives notir*' 
to the engineman that he must expect to be stopped 
at 2, After 2 has been cleared, then 1 can be cleared, 
thus giving notice to the engineman that he can pass 
2 at full speed. If, in the 1,800 feet between these 
signals, there is a curve, or if there should be a dense 
fog, shortening the view, this distant signal would 
thus appreciably economize the time of the train. 

Until recently the usual practice has required a 
signal with two arms at 4 and the same at 5, the up- 
per arm to be cleared for a movement along the 
straight line, and a lower arm for a movement through 
the crossover. With the practice as here shown, a 
single arm indicating a clear track, but not showing 
which of the diverging tracks is clear, the engineman 
is required to keep bis speed sufficiently low to enable 
him to discover, from the position of the switch rails, 
which line he is traversing, in season to avoid any 
possible collision with a preceding train ot car. For 
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Itigli spei^ movements over diverging routes, the two- 
arm arrangement is used. 

In this drawing the two switches marked 3. and the 
two locks which lock them, together with the detector 
hars, which move simultaneously with the switch-and- 
lock movemeDt, are worked hy a single lever, thongb 
in many casea a separate lever is used for the lock. 
The detector bars, the position of which is indicated 
by the lines g g, are to prevent the signalman from 
inadvertently throwing a switch while a train is pass- 
ing over it. This device is briefly described in con- 
nection with Fig. 53. 

.V machine consists principally of ns many levers 
placed side by side, on a common shaft, as are neces- 
sary to move the switches and signals. Two switches 
may be moved by a single lever; and two or more 
signal arms on the same post, or near together, may 
be so arranged that either one will be moved by the 
same lever, the position of the switch connections 
being made to govern the selection of the arm to be 
moved. 

The main function of the interlocking feature of the 
machine is to prevent the display of conflicting signals. 
A machine is shown on page 175, and the construction 
of the main working parts of a machine of this type— 
the Saxby & Farmer, as made by the Union Switch & 
8ignal Company— is shown in Figs. 45, 46 and 47. Fig. 
45 is a back \iew of part of a machine. Fig. 46 shows 
one lever in side elevation, and the interlocking frame 
partly in elevation and partly in section. Fig. 47 is 
a plan. 

The principal parts are A lever, L lever latch, B 
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I'ocker, C segment, D link, E locking abaft, F F locking 
bars (each lever in a machine lias a corresponding lock 
bar F); G driver for bar, H locking dogs, fixed to the 
tops of the bars, K cross locks, sliding in grooves in a 
plane with dogs H, u tappet. The lever, Fig. 46, is in 
the normal position. Locking dogs are shown also at 
k, p, r, s, t, V, w; and cross locks atx y and 2. 

The operator, in grasping a lever preparatory to 
pnlling it, lifts the latch rod, /-, and in so doing turns 
the locking shaft E, on its axis, the latch acting 
through the link D; this, by means of G, moves one 
of the locking bars F F, lengthwise, and, by means of 
dogs H, and cross locks K, obstructs the movement of 
some other bar. By this operation, called preliminary 
locking, we may insure that no lever shall be pulled 
until all conflicting levers are first in a safe position. 
The latch having thus performed its locking function, 
and having unlocked the lever A, A is pulled over and 
the latch rod is allowed to drop. It drops behind the 
notch C, and, by tilting B, lifts D stiil further, push- 
ing the bar F further, thereby unlocking such levers as 
may properly be unlocked after this one is reversed. 

The process of locking and unlocking may be fol- 
lowed by taking an example of one or more movements 
from the locking sheet of Fig. 42. In doing this it is 
to be borne in mind that each reversal of a lever (or, 
more exactly, each unlatching and latching again 
which must accompany the movement of a lever) moves 
the corresponding locking bar F to the left (upward in 
Fig. 47}i The bar carries with it its dog or dogs, the 
mitered ends of which push the cross locks one way or 
the other. The cross lock in each groove in Pig. 47, as 



^cibyGoOi^lc 



Figs. 'i5, i6 and il. — Saaby £ Farmer Interlocking Machin 
Union Sicitch d Signal Company . 



^cibyGoOl^lc 



180 INTERLOCKING 

X X. groove C, is m a single piece, with notches cut 
for the dogs, as shown; except that in groove C there 
are two separate pieces y and z. These do not per- 
form any function except when tappet m lies between 
their square ends, so that when either is pushed 
toward the other that other is moved along also. 

To reverse lever 2, for the purpose of clearing signal 
2, lever So. 3 and lever No. 5 must be normal. Now, 
in pulling lever No. 2 (Fig. 46) locking bar 2 (Fig. 47) 
is made to slide as just described; and this, by meuna 
of dog fe, pushes cross lock x to the right, thus hold- 
ing dog J in its present position; which locks lever 3 
by holding locking bar 3 motionless, The movement 
of 2 also has the same effect on lever 5 by locking (. 
With the movement of locking bar 2, dog r, by re- 
leasing cross lock q unlocks bar 1 by making it pos- 
sible to push dog p. Dog r does not clear q until the 
lever 2 has been reversed and its latch dropped. 

When the bar 1 is unlocked, the signalman may 
clear the distant signal 1 by lever 1. This movement 
pushes p, and thus, by means of q, locks 2 in its new 
(reversed) position. Thus the signalman cannot throw 
up home signal arm 2, and try to stop a train after 
he has allowed the train to pass signal 1. 

If,'at the beginning, the switch had been set for the 
aide track (lever 3 reversed) signal 2 could not have 
been cleared, because dog .r would block dog k\ but 
signal 4 or signal 5 could have been cleared. When 
the switch lever (3) is reversed, tappet u is pushed in 
between cross locks ^p and z, so that clearing signal 4. 
which moves bar 4 and dog v, locks signal 5 by block- 
ing dog u!. If the signalman should clear signal 5 in- 
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stead of signal 4, the mOTement of bar 5 (dog w) would 
lock 4 in its normal position, by blocking the path of 
dog V. 

Where a track diverges from the main track in the 
high speed direction, aa at signal 2, Fig 42a, two arms 
are provided, as shown; the lower arm being for the 




Fig. i2a, — l:iignoU and Deraili at a Croanng 



side track. Sometimes this lower arm is smaller than 
the upper one; and on some roads a dwarf signal would 
be used instead of the second arm. Id the most recent 
practice this one arm is deemed BufBcient even if there 
be two or more diverging routes. In many existing 
plants the earlier practice still prevails of having the 
upper arm indicate for the route at the extreme right 
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and the other or others in the order iu whiih the 
tracks lie, the lower arm indicating for the route to 
the extreme left. 

The arrangement of signals at a crossins of one 
railroad with another is shown in Fig. -IiJit. A simple 
crossing as of track A with track 1 would require four 
single arm signals, placed as shown at 1, '2. 3. 4. To 
provide against a collision on the crossing in case an 
engineman neglects to stop at the signal when it is 
against him, a derailing switch (called ■"derail") is 
used. An outline of such a switch is shown at signals 
1, 4. 5 and «. A "derail" is simply half of an oi-dinary 
facing point switch, and it is normally left open as at 4 
and 5, so that a train disregarding the signal is thrown 
off the track. Where possible the use of derails should 
be avoided b> putting in a diverging track. 
Such a track is shown in the drawing, leading from 
A at n; also one from track 1 at f. In some cases such 
a track is made continuous, »s a d f, so ab to be used, 
when necessary, for transferring trains from one road 
to the other. If such a connecting track is so short 
that its use would not be likely to promote safety, 
"dead ends" may be laid as shown at c and c. A mound 
of earth should be made at G. Signals 5 and (> are for 
"backup" movements which, according to the usual 
regulations, must be made at low speed. 

Each avritch and derailing switch has a detector bar 
fFig. 53) to provide against careless throwing of the 
switch while a train in upon it. The lower arms of 
signals 2 and .■? are to admit trains to the side tracks. 

Rignals 1, 2, 3 and 4 should, of course, have distant 
signals, suitably interlocked, set back far enough to 
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obviate the necessity of an excessive reduction of 
speed in approaching a crossing. 

After a train has passed a distant signal at "all- 
clear" (the engineman expecting to find the home sig- 
nal also clear) a hasty signalman might restore the 
distant to the caution position, tlien restore the home 
signal and then clear the conflicting route, and cause 
a collision. To prevent this the levers of the signals 
for the conflicting route or routes are sometimes fitted 
with electric locks. The circuit for these locks runs 
through the rails of the track between the distant and 
the home signal, so that the presence of the train locks 
the levers. For example, signals 3 and 4 being fitted 
with tlie locks, the track circuit controlling them 
would extend from signal No. 1 back to its distant 
signal ; and a train passing this distant signal at all- 
clear would, by shunting the electric current, lock 3 
and 4 and hold them locked until it passed over the 
crossing. If the distant signal were at caution the 
train passing it would have no right to foul the cross- 
ing, and it would not thus act on levers 3 and 4 ; for the 
locks on these levers are never operative except when 
the lever of the distant signal of signal 1 is pulled to 
the clear position. When it is pulled it closes a circuit 
through magnets on levers 3 and 4, withdrawing a lock 
bar which, until it was thus withdrawn, prevented the 
track-circuit lock from acting. I have said that a 
train, in locking conflicting levers, secures them in the 
locked position until it has passed over the crossing. 
This, however, is not done by the single track circuit 
before mentioned. That circuit extends only from the 
distant signal to signal 1, Ke.vond signal 1 there is 
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another track circuit, performing a similai- function; 
but not controlled or interfered with either by signal 
1 or by its distant signal. It locks 3 and 4 whenever 
a train is on the track between signal 1 and signal 6, 

Signals, arranged ae here shown, are used to pro- 
tect trains approaching drawbridges. If track A were 
a stream, with a drawbridge spanning it carrying 
tracks 1 and 2, the approaches would be signaled as 
at signals 1 and 2, but with a single arm in each case. 
The back-up signals are not usually required and, in- 
deed, are not always required at croBsings. The de- 
railing switches (and signals) at a bridge must, of 
course, be far enough back so that a train which is 
derailed will not run into the river. The levers are 
interlocked with the lever by which the draw is locked 
in position, so that the bridge can never be unlocked 
until the signals are at "stop," and the signals can 
never be cleared until the bridge is in |>osition and 
locked. 

Switches, signals and locks are connected with the 
cabin by iron rods (angle iron or gas-pipe) as before 
stated. The foundations of the supports of these are 
of wood, cast iron or concrete. Concrete fonndations 
are comparatively recent, but are cheap and durable. 
For signals (bnt not for switches) wire connections are 
generally used, being cheaper than rods. In changing 
the direction of a line of rodding (pipe) a bell crank 
is used, but where a wire has to make a sharp turn a 
piece of chain is inserted and run around a grooved 
pulley. 

To compensate for expansion or contraction of sig- 
nal rods due to variations in temperature a rocker or 



^cibyGoOi^lc 



COMPENSATORS 185 

a simple crank is inserted about every 500 ft; and 
where hell cranks have to be introduced those can be 
nsed as compensators, if they are so situated that the 
length of rod pushed is approximately equal to the 
length pulled. 

In a straight rod the most common form of com- 
pensator is the "lazy-jack," Fig. 43, a pair of levers, 
connected, turning on vertical pins in a frame which is. 
fixed in a homontal position. Pushing a pulls b, and 
vice versa. The original direction of the movement 
can, of course, be restored at the next crank. 

With wires, which cannot be pushed, the problem of 



Fi^. iS. — Compenaator for Signal Rods 

compensation is more difficult. Numerous devices 
have been tried and rejected, Including a cylinder 
filled with liquid, in which a piston moved by expand- 
ing liquid took up the slackness of the wire. This was 
found too delicate for the rough usage that such a 
• device is subjected to. The most common type of wire 
compensator is that which may be described as a dis- 
engaging clutch. The end of the wire which enters the 
cabin is not connected directly to the lever of the ma- 
chine, but runs over a pulley to a weight or spring 
which keeps it always taut; and, a row of suitable 
notches, teeth or holes being provided in a solid bar 
(which is virtually a part of the wire) the signal lever, 
when grasped for a pull, is made to engage with a near 
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or dieitant tooth according to tlie distance the toothed 
bar has been drawn in by the weight (as in hot 
weather) or let out (as in cold weather). 

Fig. 44 shows a compensator, used extensively on 
the Pennsylvania Railroad, which was invented by Mr, 
Joseph R. Jones, of Philadelphia. 

In the figure the lever is "home" or normal and the 
signal is at "stop." The main features of the com- 
pensator are the ratchet wheel N with a sprocket hub, 
the weight A^', the pawl K and the rod 5", with their 
connections. The front wire, used to pull the signal 
to the all-clear position, is connected, as shown, to the 
chain A', which runs over the sprocket hub of N to 
and around pulley C and to the link attached to the 
axle of floating pulley £'. The similar connection for 
the back wire needs uo explanation. The wheels A'^ 
are supported on the arms of the signal lever by ia,ws 
E, in which they are suitably mounted. The chains L' 
support the weight A'^^ in case of breakage of either 
wire. Rods 5 and 5"^ are adjustable at the top, and 
at the bottom they act on their respective levers by 
means of adjustable nuts. 

In the position of the apparatus here shown, wheel 
N is free to revolve, and any expansion of the front 
wire is taken up by the weight A^'. When, for the 
purpose of pulling down the signal arm, the lever A 
is pulled to the left, lifting arm C, the lever G (pivoted 
at the right-hand end to Q, being no longer supported 
by rod S, allows the weighted end K of the pawl to 
drop; this pawl, having at the end opposite to K" a 
suitable nose, now engages with the teeth of ratchet 
wheel A^ and keeps it from revolving; this practically 
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makes the front wire, which is taut, fast to the main 
lever A. and the movement of the distant signal arm, 
therefore, corresponds precisely to the movement of 
the lever. Aa arm C rises, arm D falls, and the slack- 
ening of chain F' allows chain A^ to be pulled up 
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without lifting the weight N'. Each of these chains is 
7 ft. long. 

When the lever is in its normal position, as shown 
in the cut, the back wire K'^ is held fast by the sprocket 
wheel P the action of the pawl on this side being op- 
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poBite to that of pawl K. Whenever the aignal ie 
pulled off, as described id the preceding paragraph, 
the depression of arm D causes rod 5"* to engage with 
the pawl, lifting it out of contact with the ratchet 
wheel and allowing the latter to revolve. Every time, 
tiierefore, the signal lever is pulled, any undue tension 
or slackness in the back wire is relieved or taken up. 
as the case may be, by the weight Af' acting through 
pulley E'. The pawls on both sides have springs by 
which, combined with the gravity of their heavy ends, 
they are made to quickly engage with the ratchet 
wheels when not controlled by the vertical rods. 

The ceiling bar, T, supporting the rods 5 and S^ 
need not be continuous; short Imrs extending out from 
each timber, answer just as well. 

The weight .V is adjustable, the several pieces being 
cast with necks so shaped that they can be readily put 
into or taken out from the yoke M^. Under normal 
conditions wires 500 ft. long require a weight of 75 
lbs.; wires 1.000 to 1,500 ft. long, 100 lbs.; 2,000 ft., 
125 lbs.; 2,500 ft, 150 lbs.; 3,000 ft., 175 lbs. Approxi- 
mately one-fourth of the weight acts on the back wire 
and one-half on the front wire, the remaining fourth 
being carried by the fixed support. It is found desir- 
able to divide the weight between the two wires in 
about this proportion, the tension on the back wire 
being, of course, less than that on the other. In the 
event of the breakage of either wire the weight drops 
until it hangs on chain L', and the tension on the other 
wire is released. 
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THE JOHNSON INTERLOCKING MACHINE 

In this machiDe the locking hara, instead of being 
arranged in a horizontal frame, are placed in a verti- 
cal position. This saves room, as the frame is placed 
heneath the floor, and a narrow cabin affords all 
needed space. The weight of the vertical bars or tap- 
pets is, however, added to the load to be moved by the 
attendant, and it is not so easy to provide against 
wear of parts. A section of a machine with a side 
view of one lever is shown in Figs. 48 and 49; and a 
machine of the same general type as the Johnson, hut 
with differences in detail, is shown on page 102. The 
lever shown in Fig. 48 has connections for a sig- 
nal. For a switch the rod would be connected 
to it at H. The bar K is for ase where a signal is 
connected by two wires. The lever is held in each of 
its two positions by the latch rod l"-, which engages 
with notches in the segment B. When the signalman, 
preparatory to clearing a signal, grasps the lever at its 
upper end he moves V^ upward; and in so doing ac- 
tuates the interlocking, through the tappet JV, at- 
tached at T. In lifting the tappet he locks all con- 
flicting levers which need to be locked to make it safe 
to move this one. In pulling over the lever the rocker 
R is also pulled; but the slot in it is radial to the cen 
ter on which the lever turns, so that, during the stroke. 
N remains motionless. On the completion of the 
stroke and the dropping of V-, N is raised still fur- 
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ther, aiid this unlocks such levers as should be un- 
locked after this lever is pulled ("cleared" or "re- 
versed''). It will be seen that whenever the tappet N 



Fig. -}8, — Johnson Interlochtng Machine 

of any lever is locked in the position shown in the en- 
graving it is impossible to raise V, and therefore im- 
possible to move that lever. 

The action of tappet A' and the way in which it is 
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locked ma,v he understood by reference to Fig. 49. A 
tappet, say Xo. 3, slides vertically in a planed recess 
in the locking plate, being held in place by horizontal 
strips G and K. Transverse grooves A', 0, P, carry 
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'ig. ill. — Locking Tappets and Dog% 



dogs, snch as /. Two dogs may be connected together 
by bars, R. The dogs are held in place by straps, Y, 
Locking is effected by sliding the dogs horizontally; 
for example, dog / has been pushed into the notch in 
tappet 1. holding it in the normal position. If tappet 
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2 were raised, a distance equal to the width of a dog, 
its notch would come opposite dog /; and then the 
lifting of 1 would lock 2 by pushing / to the left By 
means of rod R, which conuects / with a dog which 
will engage with tappet 4, the lifting of 1 also locks 4. 
If 4 were already up it would be impossible to lift 1. 
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THE WESTINGHOUSE ELECTRO- PNEUMATIC INTER- 
LOCKING MACHINE 
[See Imet No. 31 

The most widely used power apparatus for working 
switclies and signals is the Westinghouse, made by 
the Union Switch & Signal Company, over 75 plants 
being in use in the United States. The Westinghouse 
signals at the South Station, Boston, constitute the 
most elaborate power interlocking plant in the world, 
though there is no block signaling connected with it. 

In this system the switches and signals are moved 
by compressed air at 70 Iba. pressure per sq. in, acting 
on a piston in a cylinder fixed to the signal post or 
on sleepers near a switch. The air compressor and 
reservoir, near the cabin, are connected to each switch 
or signal -cylinder by iron pipes buried in the ground. 
The compressed air is passed through cooling pipes to 
precipitate any excess of moisture. Near each cylinder 
is a small reservoir to provide a sufficient supply of 
air to insure quick action of the piston at every opera- 
tion. The valves at each cylinder, admitting air to it, 
are opened and closed by electro-magnets, controlled 
from the cabin ; the wires, like the air pipes, being laid 
under ground. At each switch is a circuit closer for 
giving an electric "indication" in the cabin when the 
movement and locking of a switch are completed. In 
the machine the levers are only a few inches long and 
very light, their main function being to open and close 
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electric circuits. (Tliese "levers" appear as cranks on 
the front of the machine, shown in the perspective 
view. Fig, 50). Each lever has a latch by which it is 
fastened, but this does not have anything to do with 
the interlocking of one lever with another. Instead of 
pulling or pushing a lever the operator turns it to the 



Fig. 50, — Pali of a Wcstinghouse EUctro-Ptteamatic Interlocking Machine 

right or to the left, and it performs its function 
through the medium of a long horizontal shaft, which 
is revolved on its axis, through 60 degrees of a circle; 
and the shaft actuates the interlocking {mechanical} 
by dogs turned into the paths of sliding bars, on the 
same principle as that of the Saxby & Farmer inter- 
locking before described. The "indication" from a 
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switch or sigoal actuatfa a magnet fixed near that 
shaft (in tbe machine) which controls that switch or 
signal ; and to insure that the signalman shall not clear 
a signal before its switch is in the right position, this 
magnet locks the shaft, after it has been turned far 
enough to move the switch, and prevents the man 
from completing the turning of the shaft until tli6 



Fig. SLSignal Bridge Xo. 7, tiouth Sfaiion, Boston 

switch has actually finished its stroke and sent its "in- 
dication." The "indication" being received, the stroke 
of the lever is completed and, the prescribed inter- 
locking having thereby been effected, the lever for the 
signal, to give "clear" for the route over this switch, 
may be moved to the clear position. 

The signal used in the pneumatic system, a sema- 
phore, is similar in general appearance to the mechani- 
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eal spmaphore. Where the signal is placed on a 
bridge its post is short, and precisely the same design 
is used both for interlocking and for block signaling. 
The latest design for this purpose is shown in Fig. 34, 
page 133. This signal is the result of years of develop- 
ment and embraces numerous improvements made by 
the manufacturers since the system was flrst used. 

In the dwarf semaphore, used for signals situated on 
the ground, between tracks, where there is but little 
space (and never for high-speed movements), the re- 
turn of the arm or blade to the stop position, in case 
of failure of the apparatus, is secured by means of a 
spring, instead of by the weight which is used in the 
full size semaphore. The dwarf signal is shown in 
Fig. 52. In this design the cylinder is movable and the 
piston stationary, the pressure pushing up the cylin- 
der, against the downward pressure of the spring. 
This movement puts the arm down; and on the release 
of the air, when the signal is to be restored to the stop 
position, the spring forces the cylinder and Its rod 
downward. The piston rod is hollow, thus serving 
as a port for the admission of air to the cylinder. The 
lamp is mounted on top of the post, so that the glasses 
(red for stop and green for go-ahead), are in a different 
position, as related to the arm, from that of the glasses 
in the full size semaphore. To provide against damage 
by contact with passing trains, the casting to hold the 
blade and the glasses is of malleable iron, and the 
blade itself is made of flexible rubber. In mechanical 
signals the use of a spring in the place of a counter- 
weight would be deemed unsafe, as the breakage of 
a spring might cause a failure to give a stop indica- 
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tion; but in this ayBtein this danger does not exist, as, 
if the spring should fail to restore the signal to the 
stop position, the signal lever would be locked, by the 
electrical appliances, in the go-ahead position, thus 
compelling attention to the defect in the signal. This 
safeguard is accomplished by means of insulated 
metal plates attached to the signal cylinder, which at 
the proper time close an electric circuit controlling tlie 
lever in the cabin. 

Tlie electro pneumatic switch cylinder is shown in 




Fig. 52. — Eleclrn-Pneumatic Duarf Signal 



Fig. 53, Inset No. 3. The- electro-magnets for con- 
trolling the admission of air to the cylinder are clearly 
shown in the engraving. Each cj'liuder (and its piston) 
moves not only the switch but also the detector bar 
and lock; and two or more switches, near together, are 
moved by the same cylinder where it is found desirable 
to do so. This multiplication of functions is pro- 
vided for by an increase in the size of the cylinder or 
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by a higher air pressure. This coDcentration of power 
is, indeed, one of the main advantages possessed by 
the power apparatus over machines worked by hand; 
and, moreover, each lever in the electro-pneumatic ma- 
chine may be made to perform the functions usually 
performed by two separate mechanical levers, as each 
one can be moved either to the left or to the right 
from its normal position. 

Portions of the electro-pneumatic interlocking ma- 
chine are shown in Figs. 54 and 55, the former being 
a section from back to front. Fig. 55 is partly a front 
elevation and partly d section. The track model, which 
appears in section in the upper part of Fig. 54, is bet- 
ter shown in the perspective view of the machine. It 
consists of metal rods, representing a plan of the track. 
Each rod which represents a switch is movable, and 
is connected to the switch levers in such a way that 
every movement of the lever, to move a switch in the 
track, moves the corresponding part of the model. 
Some models have miniature signals as well as tracks. 

The principal parts of the interlocking machine are 
suitably indicated in the transverse section. Fig. 54. 
The mechanical interlocking parts, supported by the 
locking bar brackets, are similar in design to the inter- 
locking shown in Figs. 46 and 47. The whole appara- 
tus is enclosed in a wooden case with glass top. The 
wire connections (not shown in the drawings), are all 
run to binding posts on the back side of the frame 
supporting the machine. 

This sectional view is taken on the center line of a 
switch lever and shaft. A sectional view of a signal 
lever would be similar except that there might be no 
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coimections to the track model, and there would be 
one electro-magnet at the back of the machine inatead 
of two. In Fig. 56 is shown a rear view of a Bmall 
machine. On the first hard rubber roller are seen five 
electric contact strips. The controlling magnets are 
below the plate at the right, and the back side of the 
track model is shown in the upper part. 



The process of moving a switch may be briefly de- 
scribed as follows, taking, for example, lever No. 3, 
Fig, 55: All signals which coald give a clear route 
over the switch in its present position being in the 
stop position, so that the interlocking will not inter- 
fere with the intended movement, the operator grasps 
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the lever and movea it to the right, revolving the shaft. 
As soon as this revolution has begun, the "driver" on 
the shaft (Fig. 54) has moved the locliing bar a short 
distance, so as to locli all levers which, if they were 
to be moved, would permit trains to interfere with the 
intended movement. This locking effected, the further 
revolution of the shaft causes a copper strip to close 
the switch valve circuit, which, by means of the electro- 
magnet (Fig. 53) admits air to the switch cylinder. 
The piston movement produced by this air pressure 
unlocks the switch, moves it to the other position, and 
then locks it. The locking having been completed, the 
closing of a circuit in the indication box (Fig. 53) ener- 
gizes its proper "indication magnet" (Fig. 54), and the 
operator is then able to finish the stroke of his lever, 
leaving it inclined to the right. This final movement 
pushes the locking bar the remainder of its stroke and 
unlocks the lever or levers by which the operator will 
clear the signal to permit a train to pass over the 
switch in its new position. 

In Fig. 53 is shown the "switch and lock movement" 
by which the rod from the cylinder performs the double 
function of moving the switch and locking it. This 
device is similar in principle to the locking apparatus 
used with all kinds of interlocking, where such a com- 
bination of functions is desired; and a brief descrip- 
tion of it in this place will, therefore, serve as a sup- 
plement to the descriptions which have been given of 
other kinds of interlocking. The principal parts are 
80 lettered as to explain what they are used for. The 
flexible connection from the auxiliary reservoir to the 
cylinder is employed to provide against leaks due to 
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unequal pressure or settling od or in the difEerent parts. 
The rod a, and the longitudinal moving part of the 
"movement," o', together with the detector bar con- 
nection a" are permanently connected, and may be 
treated as a single rod, which we will call a. This rod 
has a strolie of eight inches; but its action on the 
switch (by means of crank b) does not begin until it 
has moved about 2 in.; and the switch action is finished 
in the next 4 in. of the movement; so that the first 
two inches can be used to unlock the switch and the 
last two inches to lock it in its new position. The lock 
rod, where it passes through the frame, appears in 
elevation as in the figure below. 



Rod a unlocks the switch by withdrawing a lug from 
the lower notch y, which lug is indicated in the eleva- 
tion, Fig. 53, by dotted lines; and it locks, after mov- 
ing the switch (and changing the position of the lock 
rod) by pushing another lug into the upper notch .v. 
The vertical pin in a', which moves crank b is fitted 
with a loose collar. 

The detector bar is provided to prevent the switch 
from being thrown while an engine or a car is on or 
near the switch. This bar, about 45 ft. long, with its 
edge upward, lies alongside one of the rails, and is so 
supported, on a series of arms ("links"), that, when- 
ever a wheel stands above any part of it, it cannot be 
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lifted. It must be lifted about ^ in. (and theu 
dropped) whenever the switch is moved, or even un- 
locked, and, therefore, the presence of a car or an 
engine prevents any movement of the switch. The 
lifting is effected bj the rod a" which is suitably con- 
nected. Pnshing rod a' to the left pushes the detector 
bar to the right, so that the supporting links d, of 
which there are 10 or 12 for a 45-ft. bar, are pushed 
over, and left inclined to the right, instead of to the 
left. 



^cibyGoOi^lc 



CHAPTER XVI 

THE LOW-PRESSURE PNEUMATIC SYSTEM 

Interlocking apparatus worked by compreased air 
at low pressure (15 lbs. per sq. in.), and with no elec- 
trical features, is in use on the New York Central and 
a. number of other railroads. It is made by the Stand- 
ard Railroad Signal Company, of Troy, N, Y. Pressure 
is admitted to working cylinders by valves actuated 
by large rubber diaphragms, which diaphragms are 
worked by air at 7 lbs. pressure, this pressure being 
conveyed from a cabin 500 ft. distant, and even much 
farther, in one op two seconds. As in the electro- 
pneumatic machine, the "lever'- of a switch cannot 
complete its stroke until the switch has actually moved 
home and conveyed an "indication" of the fact to the 
cabin. The interlocking is mechanical, the parts be- 
ing made very small as in the Westinghouse machine. 
While the action of compressed air in pipes is not in- 
stantaneous, like an electric impulse, the movement of 
switches is effected quickly enough for all practical 
purposes; and at ordinary distances the movement of 
a signal is practically simultaneous with its lever. 

The distinctive features of the low-pressure pneu- 
matic interlocking machine are: (1) A row of slide 
valves (called "levers"), like that shown in outline at I> 
and L^ Figs. 58 and 59. As in the electro-pneumatic, 
the physical labor imposed on the signalman is inap- 
preciable. (2) The mechanical interlocking frame, 
placed vertically, on the front of the machine. The 
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manner of connecting the "lever" with the interlocking 
is indicated by the position and arrangement of the 
tappet H in Fig. 58. (3) The indicating cylinders and 
their relays on each "lever," as shown in Figs. 58 and 
59. 
The appearance of the machine is shown in Fig, 57, 




Fig. 58. — SKitch Movement 

and the way in which the pressure is conveyed and 
controlled is shown in Figs. 58 and 59. Fig. 58 repre- 
sents the arrangement of valves and pipes forming the 
connection between the interlocking machine and a 
switch cylinder. The principal parts are: S, switch 
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rails; s', lock bar; a, switch md; M, motion plate; C, 
switch cylinder; D, indicating valve; R^ R'', R', R'', con- 
trolling valves; L, L% operating bar and slide valve;- 
I, r, indicator cylinders; H, interlocking tappet: X, air 
reservoir. 

To change the position of tlie switch the signalnum 



Fig. 59.— Signal iloremcnt 

grasps L by the handle and pulls it out. In doing this 
be admits air (from the main supply X through the 
valve L=) through pipe a to valve R\ which opens com- 
munication from the supply pipe X to the rigbt-hand 
end of the cylinder C, pushing the piston to the left. 
Observing now the slots in L and M, it will be noted 
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that after about one-half of the stroke of L has been 
completed it ia stopped by the piston rod of P ; but the 
operation of valve B'^, already accomplished, causes M 
to move through the whole of its stroke. This stroke 
of M is uninterrupted, but it performs in succession 
three functions. The first i>art of the stroke, say one- 
third, does not move the switch, but valve D is 
moved far enough to close the two pipes on its 
right, while those on its left are open to the at- 
mosphere. At the same time lock bar s' has 



been liberated at s^. As 51 moves through the next or 
middle portion of its stroke, it moves the switch; but 
it now produces no effect on valve D, because the rod 
of D is now engaged by the straight portion of its slot 
in plate M. The switch being set, the third and final 
part of the stroke of M locks the switch by pushing s" 
through a hole in s' ; and also (but not until after s" 
has entered its hole) the plate changes valve D so as to 
connect together the two pipes at its lower end. This 
conveys pressure from the supply through R'' and D to 
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vulve W, whicli valve tlien admits jiir from the suppli" 
to P, toi'cinj; the ])i8ton rod upward, and, by means of 
the diagonal portion of tlie slot in biir L, forcing this 
bar to conijdete its stroke. This retuin action talces , 
place at ordinary distances in from one to tlirt^e 
Heconds. In rapid work, this automatic completion of 
the stroke of the bar saves an appreciable portion of 
the sifjnahiian's time. 



Fig. Gl.—Pncainalie Dicarf tfignal 

Ky the action of L' pipe a is now opened to the at- 
mosphere. Valve R' is now released from pressure, 
and K* is closed; so that the right-hand pipe to cylinder 
C and itH connection to and through D are open to the 
atmOHi»liere. All four operatin;r pipes are now at at- 
mospheric pressure. 

By the movement of L, tappet H has been moved so 
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IIS to iiioduL-e the proper mechanical locking of cod- 
flictinfi levers (in the flist part of the stroke of L) and 
the proper imlockin^ (In the laet part of thie stroke) in 
the same manner and sequence that the same interlock- 
ing would he effected in a wholly mechanically inter- 
looking machine. 

To move the switch baok to its ori^^inal positicm, the 
"pposite set of piiwH Is used. The bar L is pushed to 
the right; air through b actuates R% and the return in- 
dication to the cabin actuates R' and lifts the piston 
in I. 

To work a signtil, valves and operating pipes are used 
of the Bimie general style as those for a switch, but 
there is only one indicating valve and one indicating 
cylinder, as it is unnecessary to assure the attendant 
that a signal is in the go-ahead position. The signal 
connections are shown in Fig. 59. The principal parts 
are: A, signal arm; A", signal cylinder; A', lever to 
work indicating valve; B, indicating valve; R^ and R^, 
diaphragm valves, controlling the admission of ail- to 
the top and bottom, resi)ectively, of the signal cylinder; 
ir, diaphragm valve controlling admission of air to 
cylinder I. The signal being in the normal or stop 
position, the indicating valve B is in a position to main- 
tain a connection between the two pipes attached to it; 
but the instant the signal arm leaves the horizontal 
{losition the valve shots off this connection. 

To change the signal the signalman pulls L to the 
left, the whole length of its stroke. By this movement 
L=. admitting air to pipe a, actuates valve R^ which 
supplies air to the lower end of cylinder A* and pushes 
up the piston, putting the signal in the inclined or all- 
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clear poBitioo. The air impulse is transmitted so quick- 
ly that at the average distance — say 500 ft. and less — 
the movement of the signal is practically simultaneous 
with the movement of the lever. The signal remains 
in the inclined position as long as L is pulled to the left. 
To restore it to the normal or stop position, L is pushed 
to the right until it is stopped hy the piston rod of I 
(at the end of the horizontal part of the slot in L). With 
L in this position, pipe b is charged and valve R" is 
opened. The passage hetween pipes e and n {through 
B) is now closed, so that the opening of R" admits air 
fiom the supply to the upper end of A". This restores 
the signal to the horizontal position, and by means of 
A' opens valve B. Air now passes from e through B 
and K to BS and the latter causes air to enter I and 
complete the return stroke of L by the action of the 
piston rod on the diagonal part of the slot. Pipes b, e 
and n are now at atmospheric pressure, and the parts 
are in the same position as at the beginning. 

In Fig. 60 is shown the diaphragm valve, which is 
called the "relay," its function being similar to that of 
an electro-magnetic relay in electrical apparatus. This 
valve is actuated by air at 7 lbs. pressure. This pres- 
sure, admitted beneath the circular robber diaphragm 
8 in. in diameter, pushes up the cylindrical valve, placed 
vertically in the upper part of the case, and thereby 
liberates air at 15 lbs. per square inch to move the 
piston in the switch or signal cylinder. The movement 
of the diaphragm is only % in. 

The operating and indicating pipes extending to 
switches and signals are j4 in. in diameter. The supply 
pipes from the air reservoirs are larger, the size being 
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varied according to the number of switches and signals 
to be supplied. 

The air as it comes from the compressor is run 
through a cooling frame for the purpose of precipitat- 
ing moisture; but with low pressure there is practically 
no trouble from moisture in the pipes. 

A low pressure pneumatic machine of 180 levers is 
used to work the switches and signals in tlie yard of 
the Grand Central Station, New York City, a diagram 
of which is given on Inset No. 4. This station is the 
terminus of the passenger lines of the New York Cen- 
tral & Hudson Kiver and the New York, New Haven & 
Hartford. This yard, one of the busiest in the country, 
was for many years signaled with mechanical signals. 

The machine in the cabin or tower at 47th street 
works, besides the switches and signals shown, 28 
switches and 22 signals to the left (north) of 48th 
street, which street forms the left-hand boundary of 
the diagram. In the drawing the heavy shading at the 
switches shows the normal position of each. For ex- 
ample, switch No. 115, near one of the baggage lifts, 
stands normally in position for the straight line, not 
the diagonal one. Switch No. 92, near the upper left 
hand corner, stands normally for the straight track; 
switch No. 140 stands normally for track D. Since this 
diagram was made, tracks Y and Z have been extended 
so that they join one another. This yard is the ter- 
minus of a four-track railroad, but at the entrance of 
the yard it is necessary, on account of lack of room, to 
run all of the trains over two tracks, one inward and 
one outward. The main inbound track is No. 1, and the 
outbound is H. Trains run on the left-hand track be- 
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tweeii this terminal and the junctiniis* a few miles out. 
The signals and sivitthes marked "•flv" are used for 
inward trains which, befoi-K they are run into the sta- 
tion are sepnrated from their engines. A train ap- 
liroaohing signals fifi, 07, (iK and 70 on track Xo. 1 re- 
ceives notice about (iOO ft. hack, b.v a two-arm signal, 
whether or not a "fly" switch is to be made; and, when 
it is made, two arms, (18 and 70. or (i7 and 70, are pulled 
down at the same time, When a fly switch is made, 
the engine is run to track Xo. !l and the cars are divert- 
ed either to the left at switch 71 or to the right at 
switch 12. 
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ELECTKIC SWITCH AXD SIGNAL APPARATUS 

The Taylor Signal Company, of Buffalo, N. Y., has 
lately (1900) introduced switch and signal machines 
moved and controlled entirely by electric power. The 
interlocking is mechanical, similar to the Johnson type, 
placed in an upright frame on the front of the machine. 
The switch movement, with a cover to protect it from 
the weather, i» fixed on a sleeper close to the switch, 
and signal motors are placed on the signal posts. Elec- 
tric circuits passing througli the rails are used in the 
place of detector bars. 

Electricity, from a 6ft-volt stoiage battery, is the 
power for all the functions in this interlocking, except 
the rail-circuits, which aie worked by gravity batteries 
in the ordinary way. Current from the storage battery 
is used only while switches or signals are being moved, 
so that the consumption is very small'; and tlie motor 
(gasoline* which is used to charge the accumulators 
need be run only a small part of the time. 

As in other power interlocking there is an "indica- 
tion," acting on the lever in the cabin, to indicate to the 
signalman that the stroke of the track rails is com- 
pleted, and permit him to finish the stroke of the lever. 

The switch motor is shown in Fig. fiS. Through Ihe 
gearing shown the motor M. turning 20 revolutions in 
about V/2 or 2 seconds, revolves wheel 1 one revolution 
to make one stroke of the switch. The switch is con- 
nected by I'od 2, pivoted at a to cam movement, 3, re- 
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volving on pin b. Crank-pin c od wheel 1 besides mov- 
ing the switch by means of the cam, moves the lock 
directly by rod 4, connected to the lock through 5 and 
6. To the end of 6 (7) may be attached, if desired, a 
crank to work a mechanical detector bar. In the eleva- 
tion a detector bar is shown. The lock bolt is with- 
drawn from lock rod 9 before rod 2 begins its stroke, 
and it is reinserted after 2 has come to rest. The 
switch being locked, the final movement of the lock bolt 
causes the reversal of electric switch 10 which opens 
the power circuit and closes the indication circuit. The 
power for moving this circuit closer or switch is fur- 
nished by the spiral spring encircling its rod. The 
spring is compressed by the movement of rod 9 and, at 
the proper moment, by the final movement of lock bolt 
6, is released so as to close 10. 

When a switch movement is completed and the motor 
circuit is broken the motor is at the same moment con- 
verted into a generator. This is done by closing the 
indicator circuit (at 10) and this current, generated by 
the motor, lasting only a fraction of a second, is what 
gives the indication. 

The movement of the switch back to its original 
position is accomplished by turning wheel 1 in the op 
posite direction, the movements of the cam being the 
same as before, but in reverse direction. The polarity of 
the motor was changed (by the preceding movement) at 
10. If a motor should run too long it is automatically 
thrown out of gear. For single switches or derailing 
switches a 1-h.p. motor is used, but the power required 
is usually only 7 amperes at 60 volts. 

A signal motor is '/^ h.p. It puts its signal in the 
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all-clear position by windinR up a chain which lifts the 
weighted end of the balance lever, pushing; up the 
eignal rod. This windinp up requires about 2 amperes. 
When a sij^iil has been put in the clear position a pole 
changer oiienites as at 10 on tlie switch machine, clos- 
ing a circuit tlirough a brake niap;net to hold the signal 
down. The motor Is at the same time de-energized. To 
return the siynal to the stop position the brake magnet 
is de-energized and the counter-weight causes the blade 
to take the horizontal position. The brake magnet re- 
quires only .1 nmpere. 

In Fig. <i4 fl is a motor for two signals, and fr is a 
motor for a dei'ailing switch (14) on a track approach- 
ing ii grade crossing of another railroad. The signal 
has two arms, for the reason that there is a diverging 
track (101 just before reaching the crossing. The wires 
"(, ii. 0. p. q. X. y. ~ and 42 lead to the machine in the 
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cabin, which is described in connection with Fig. 66. 
Magnets c and d are fixed to the signal post and one or 
the other, according to wliich circuit is closed, causes 
a hooli to engage the rod for worlting tlie appropriate 
signal. The circuit closer to open the motor circuit and 
close that to the electric bi'ake is represented at f. At 
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/ are showD contact points inet- rted in the main wire, 
as an additional safeguard to insure that a high speed 
signaJ shall never be given with a facing-point switch 
or a derail open. When the switch or derail is closed 
the points f are closed b.v g. Tlie pole changer is shown 
at A; i is the brake magnet and / is the track circuit 
battery. 

In Fig. 65, a is the generator (or storage battery) for 
supplying current to the principal circuits; b, c, d and e 
are principal lead outs; m, ti, o, /> and q correspond with 
the same letters in Fig. 64; r', r-. r', r' are track relays. 

A view of an interlocking machine is shown in Fig. 
62. In this cut "levers" (bars) with handles extending 
upward are for switches, and those with downward 
handles are for signals. A switch lever, when moved, 
opens two circuits and closes two; the signal lever 
opens one and closes one. 

The vertical tappets which do the interlocking are 
actuated by the movements of a slot in the lever. (See 
s. Pig. 66.) Fig. 66 Is an outline drawing of a "lever" 
and its connections (with handle broken off). 

The "indication" acts by means of the solenoids M 
and JW', Fig. 66. When a switch (having completed its 
stroke) energizes one or the other of the pairs of sole- 
noids M or A/', the movement of the armature f con- 
trols the bar B, supported by L and pivoted at a. The 
armature f is rigidly fastened to the cores of the mag- 
net. 

In Fig. 66 the lever L has been pushed in about three- 
fourths of its stroke. The first part of the stroke, by 
the action of the upper left hand portion of slot s has 
depressed tappet ( far enough to lock all conflicting 
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levers. During the intermediate part of the atrolie, 
while the pin of the tappet is in the horizontal portion 
of slot s the lever L, through bars B and r, haa changed 
the circuit closer or controller from the "reverse" to 
the "normal" position (using these terms in the sense 
common in interlocking practice). The controller being 
normal, it sends a current to the switch motor, chang- 
ing the track-rails to normal. This being accomplished, 
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the "indication," sent back from the switch, as before 
described, energizes magnet Af^ This attracts arma- 
ture f and permits bar B to drop out of notch h, by 
which it moves bar r; the operator can then push L the 
remainder of its stroke, forcing tappet t farther down 
and thus unlocking such levers as it is proper to un- 
lock after the movement of this switch. In case the in- 
dication should not come (as would be the case if the 
switch rails should fail to move "home") and L is pulled 
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back towards the position from which it started, the 
pawl d engages the lug f on the side of armature f and 
pushes the armature, to the right; d is then lifted over 
f by striking against another lug, g, extending down- 
ward from the frame. The pushing of f to the right 
prevents B from dropping without being released by 
an indication current. If there is a failure to indicate 
on this side also, and the operator makes a second at- 
tempt to move the switch by again pushing in L the 
dog d' will push f to the left. Bar B can never drop 
except after ,1/ or -1/' has pulled f out from under the 
point b' or b. It is possible to move the lever inward 
to the full extent of its stroke after having moved it 
partly outward, but it is impossible to move it througli 
the last part of its stroke in either direction without 
getting a release by means of the "indication." 

The dotted lines at dd indicate the position of bar B 
when it is disengaged from r. Rollers m and n support 
or guide the sl.iding bars. The function of the recess at 
p is to limit the motion of sliding bar r. 

The movement of the switch in the opposite direction 
is effected in the same manner as here described, but 
by pulling instead of pushing lever L. 

The dwarf signal Fig. 67. is worked by a pair of 
solenoids S, 5"'. These, being energized by a current 
from the cabin, lift the connecting bar B, force up the 
signal rod R and clear the signal. A spring in the 
column, C, returns the arm to the hoi-izontal position 
when the current is withdrawn. In this signal the in- 
dication current is closed by the contact points shown 
between the solenoids. Just before the signal reaches 
the clear position the low-resistance winding of the 
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solenoid is aatomatically pot in series with the high 
resistance, so that the signal is held at all-clear b; % 
ampere, although a cnrrent of six amperes was ased to 
move it 

The arrangement of the connections between a lever 
and its switch or signal can be seen by an examination 



Pig. 67.—DtDart Bitptal 

of Figs. 64 and 65. Take, for example, switch No. 10, 
On closing the contact points at x^, Fig. 65 (lever No. 
10) current from the supply a flows through wire d, for- 
ward stops and armatures of relays r" and r' {in series) 
contacts of circuit controller x^, wire s, pole changer 
s* {Pig. 64) motor of switch No. 10, wires x and b back 
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to generator a. Motor Af"*, being actuated, movea the 
switch. The movement of the switch changee the con- 
nection at e^, so that the next movement of lever 10 
will send a current through y Instead of z. 

The control of this lever by the rail-circuit is effected 
through track relay r'. Fig, 65, which is actuated by a 
current from battery /, Fig. 64, which flows through the 
track from signal 9-13 to the crossing beyond switch 10. 
The armature of r*, when dropped, in consequence of 
the presence of a train on the track betweM / and the 
crossing, opens the circuit through which the signal- 
man works switch No. 10. 

Both the "normal" and "reversing" circuits of switch 
No. 10 are taken through the contacts of the relays r' 
and r* because a train may pass over this switch in 
either of its positions. Only the "normal" circuit of a 
derailing switch is taken through the relay contacts 
because a train is not to run over a derail when "nor- 
mal" and it may be desirable to "reverse" it with a 
train on the track section. 

The connections to switch 14 and signal 9-13 may be 
traced in Figs. 64 and 65. To reverse switch No. 14, or 
in other words to set for the main track, lever 14 is re- 
versed (pulled out) which puts the arms 27 and 28, Fig. 
■65, in contact respectively with blocks 26 and 25. This . 
closes a circuit from generator a through wire c, block 
26, arm 27, wire o, contact block 31 (Pig. 64) arm 32, 
armature of motor b, arm 35, block 36, wire s, field coils 
of motor b, wire 42, back to generator a. When the 
■switch is completely closed and locked the pole changer 
Ji is thrown over ho that arms 32 and 35 are taken away 
from 31 and 36 and put into contact with the blocks 33 
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and 3i respectively. This closes a circuit from tlie 
switch motor to indication magnet 20, (Fig. 65) through 
wire r, arm 35, block 34, wire q, arm 28, block 25, mag- 
net 20, wires e and 42 to field coils of motor b. This 



Fig. 63.— Port of Tavlor Electric Interlockim/ Machine 

energizes the magnet 20 and releases latch B (see Fig. 
66) so that lever 14 can be pulled to the end of its 
stroke. This final movement of lever 14 releases lever 9. 
Reversal of lever 9 puts the arm of the electric con- 
trolling switch 3 (Fig. 65) into contact with block 2. 
This closes a circuit from generator a through wire c. 
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block 2, arm 3, wire tn, contacts 38, 39, 37, controlled bj 
the rails of switch No. 10; it continnes through wire m, 
niagnet c, signal motor a and signal circait controller t, 
wire 51, controller f g, operated by switch No. 14, wire 
s, field coils of switch motor b, wire 42, back to the gen- 
erator a. 

When the signal arm has moved to all-clear the cir- 
cuit controller e is moved so that it no longer connects 
43 and 45; but the above described circuit is shanted 
around this break b; the brake magnet i. This holds 
the signal in the all-clear position as long as lever 9 
remains reversed. The movement of the circuit con- 
troller e when the signal goes to clear, connects con- 
tacts 43 and 44, thus closing the circuit to the distant 
signal. This circuit thus depends on the home signal 
being clear. 

When lever 9 is put back into its normal position arm 
3 is put into contact with block 4. Then as the signal 
returns to its normal position the last part of the move- 
ment of the blade replaces circuit controller e so that 
it connects 43 and 45. This closes the circuit contain- 
ing the signal motor a and the indication magnet 9 in 
the cabin. The signal motor armature is rotated by 
the fall of the blade, and the current generated by this 
rotation flows through wire m, arm 3, block 4, magnet 
9, wires e and 42, field b, {Fig. 64), wire s, points f and 
43, circuit controller e, field coils of the si^al motor a 
and back to the armature. This current serves the pur 
pose of retarding the fall of the counter-weight of the 
signal and also of energizing the indication magnet 9 
(Fig. 65) which releases the latch and permits lever 9 
to be moved through the final portion of its stroke. 

THE END 
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HIGHWAY CROSSING ALARMS. 

The various Signal Systems above described are de- 
aigEed and installed for the protection of human life as 
well as the expensive freight and machinery of the trains 
and to prevent aecidents from collisions or misplaced 
switches. Other points of danger along any railroad are 
the unguarded public highways, where numerous acci- 
dents occur almost daily, resulting in the sacrifice of hu- 
man life and property and heavy monetary expense to 
the company, as is evinced by the records in the office of 
the claim agent. 

Several methods of guarding against these - accidents 
at highways are in use, the most common methods being 
the use of safety gates, attended by flagmen or automatic 
electric signals, which sound an alarm at the crossing 
on the approach of the trains. The large first cost of 
installing gates and suitable houses at highway crossings, 
together with the annual expense necessary to pay cross- 
_ ing watchmen, has resulted in a desire on the part of rail- 
road officials to seek some cheaper, more economical and, 
if possible, more efficient means of guarding the high- 
ways. This means is found in the Highways Crossing 
Alarm. 

For the benefit of those who are unfamiliar with the 
mechanism and operation of the Highway Crossing Alarm 
a short description is herewith submitted. 



^cibyGoOl^lc 



tn 



ADVERTISEMENT 



A successful Highway Crossing Alarm should embody 
the following features: 

First — It should sound the alarm as long as there is 
any element of danger approaching the crossing. 

Second — This alarm must be given whether there be 
one or more trains on one or more tracks, or whether 
approaching in one or more directions. 

Third — The alarm should continue to sound until the 




Fig. 65. 
last wheel is past the highway, making every employee 
a witness to the fact that the boll was ringing. 

Fourth — The system should be so arranged that no 
false alarms can be given. 

Fifth — It should be visual as well as audible. 

Sixth — If it is desirable, for any reason, to stop the 
bell when the engine crosses the highway, the alarm 
should then be so arranged that the signal \i'ill be given 
immediately after the train has passed the highway, if 
other trains are approaching. 
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Seventh— Any failure of the track circuit or its ap- 
purtenances should indicate itself immediately by ringing 
the bell. 

Eighth — There should be no moving parts except the 
armatures of the relay and bell, no weights to be wound 
mp, no mercury contacts to get out of order and no freez- 
able batteries. 

Sinth — The apparatus should be so simple that any 
lineman can install and maintain, and the adjustment be 
made with an ordinary screw driver and wrench. 



Fig. 6'u. 

The Chicago- Crossing Signal is eonstmcted for the 
purpose of protecting highway crossings, and consists es- 
sentially of three parts : 

First— Triick circuit, with the necessary batteries. 

Second — The relay. 

Third — The local circuit, consisting of battery, bell and 
electric light. 

Trie general arrangement of the wiring system is shown 
in Pig. fiS. Fig. (36 illustrates the relay, which is very 
similar to the ordinary telegraph relay, the adjustments 



^cibyGoOl^lc 



S38 ADVERTISEMENT 

being identical. All parts are mounted on a highly pol- 
ishod slate base. The magnets are eneased in a hard 
rubber weatherproof easing. The metal parts are heavily 
lacquered and the electric contact points, of which there 
are but three (3), are made of extra hard platinum to 
resist mechanical and electrical wear. 

The electric contacts on the relay have a mechanical 
sliding motion, making them self -cleaning. All nuts and 
screws, as well as all other parts, are interchangeable. 

The binding posts are of 
the ordinary lock nut pat- 
tern to obviate any chance 
of loose connections. 



Fig. 61. Fig. 68. 

The relay is usually placed in an iron relay box, as 
shown in Fig. 67, on the same pole with the bell, about 
four (4) feet from the ground, where it is easily acces- 
sible for inspection. 

The bell, which is illustrated in Fig. 68, is placed on 
the same pole with the relay, usually about fifteen (15) 
feet above the ground, which has been found more satis- 
factory in practice than placing the bell at a lower ele- 
vation. 
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It is out of the way of mischievous boys and up where 
the sound will be carried to a greater distance. 

The mechanism of the bell, which is 
extremely simple, is inclosed in a weather- 
proof iron casing, shown in the top of cut 
Fig. 68. The gong is twelve inches in 
diameter, made of crucible steel, giving it 
a tone of great penetrating quality. The 
mechanism consists of a pair of powerful 
electro -magnets, wound so as to give a 
powerful stroke, using a minimum amount 
of current. The electric contacts are 
triple sliding contacts, self -cleaning, and 
are made strong and durable. 

The battery operating the bell is placed 
in an iron covered receptacle at the base 
of the pole. The track batteries, which ' 

are the ordinary telegraph type, are placed 
•in a frost and water proof cast iron chute, 
illustrated in Fig. G9. The cover is illus- 
trated in Fig. 70. This chute is simple in 
its construction, affording a perfect pro- 
tection to the wires, where they enter. The 
cover is fastened by a strong lock rod, which passes 
through the top of the chute and the flange of the 
cover, all of which is clearly shown in Fig. 70. 
-~ I^^^^B '^^^ track circuit is bonded at each joint 
^ l^^^BS with a pair of No. 8 wires, placed under- 

Channel Pin. neath the angle bar and attached to the 
rails, by means of channel pins driven through the web 
of the rail, thus insuring perfect electrical contact. 
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In many inetances, especially where crossing signals 
are installed at highways distant from the station, as in 
email towns, an annnnciator {Fig. 
71) can, at a small additional 
cost, be placed in the office of the 



Fig. 10. fig. 11. 

agent or operator, giving visual and audible indication to 

the agent that a train is approaching and the bell ringing. 

A standard installation at a single track crossing and 

the operation of the bell are shown in Fig. 72, which shows 
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two trains approaching the crossing. This diagram sliows 
the importance of ringing the bell until the last pair 
of approaching trucks have passed the crosaing. 

Fig. 73 illustrates the operation of the hell giving 
warning for switching movements. If a train should ap- 
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Fig. 73. 
proaeh from the left at a time when an engine and cars 
are on the sidetrack, the hell would commence to ring at 
the insulated joint furthest to the left — that is, approxi- 
mately 2100 feet from the crossing. If, however, there 
is no train approaching from that direction the bell is 
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mng from the switch by the train on entering tbd main 
line. 

Fig. 74 illustrates a seven bell application, showinfc . 
the methods employed where niimeroug bells have to ring 
from one track section, and where the distance between 
two bells is too short to give sufficient warning, making it 
necessary to use the overlapping system. 

Many of these complicated installations, where niimeroiiB 
crossings are crowded into short distances, have t>een made 
by the Railroad Supply Company on large railroads, among 
which are many on the C, M. & St. P. H. R, the A., T. 
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Fig. 7i. 

& S. F., the C. V. R. R., the Plant System, the B. & O. 
S. W. R. R, and numerous other large trunk lines. 

The expenses of installation and maintenance, where 
numerous signals are located close together, as shown in 
Fig. 74, are generally less than if the same number of 
signals were installed at isolated crossings. 
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THE HALL 
SIGNAL COMPANY 



SPECIALIST IN 

AUTO- 
MATIC 
BLOCK 
SIG- 
NALS 



THE HALL 
SYSTEMS OF 
AUTOMATIC 
ELECTRIC 
BLOCK SIG- 
NALS FOR 
RAILWAYS. 
S E M A - 
PHORES and 
ENCLOSED 
DISKS. 

NOKMAL DANGER 
AND NORMAL 
SAFETY SYSTEMS. 



SOLE OWNER OF UNITED 
STATES LETTERS PATENTS 

COVERING ALL KNOWN PRACTICABLE METHODS OF 
OPERATING AUTOMATIC BLOCK SIGNALS CONTROLLED BY 
TRACK CIRCUITS ON THE NORMAL DANGER PLAN. 



THE HALL 
SIGNAL COMPANY 

25 BROAD STREET. NEW YORK 

25 rue d'Edimbourg, Brussels monadnock block 
28 Victoria Si., London. C H LC A G O 
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|HE Baltimore & Ohio Rail- 
road Company is now in- 
Stallljig the Hall System of 
Automatic Electric Sema- 
phore Signals IN PLACE 
OF THE MANUAL BLOCK SYSTEM 
on its main line from Philadelphia to 
Baltimore, resulting in shorter blocks, in- 
creased capacity of road, better protec- 
tion, and lower cost of operation . , , , 
The Lehigh Valley Railroad Company, 
beginning with a trial application cover- 
ing ten miles of double track in 1894 has 
just completed the equipment of its entire 
main line from Jersey City to Bullalo, a 
distance of 440 miles with the Hill Sys- 
tem of Automatic Electric Normal Danger 
Block Signals. This is the most extended 
application of Automatic Electric Signals 
in the world 



^^ f^ I OF ALL AUTOMATIC ELECTRIC BLOCK 
W ^ SIGNALS INSTALLED ON AMERICAN 
i^%J O RAILWAYS FROM 1890 TO 1900 WERE 
HALL SIGNALS, MANUFACTURED 
AND INSTALLED BY THE 

HALL SIGNAL COMPANY 
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A REVOLUTION IN AUTOMATIC 
SEMAPHORE SIQNALINQI 

THE HALL SIGNAL COMPANY 

Now offers to railroad companies an entirely new auto- 
matic Semaptiore Signal operated bj liquid gas and controlled 
by electricity. 

This Signal represents a rerolutlon In tbe art of automatic 
signaling on railroads, and wben all Its merits are generally 
known it will doubtless commend Itself lor general adoption. 
As a result of a series of practical tests covering a period ot 
several months the following claims are confldentlr made for 
the new device: 

First. — It le the simplest independent power Automatic Sema- 
phore Signal in existence. 
Second. — It is consequently less liable to derangement than 

any other Signal of its class. 
Third. — It Is the most economical Signal of its class to main- 
tain, both for labor and material. 
Fourth. — It Is absolutely frost proof, as the gas employed for 
its operation will n,ot be alFected by natural temperatures. 
Fifth. — It can be used In connection with any system of 

circuits. 
Sixth. — It can be furnished' to be forced to danger as well as 

to be forced to safety, if desired. 
Seventh. — It Is the moat substantially built and consequently 
will prove to possess more life in service than any inde- 
pendent power signal In the market to-day. 
The Rail Signal Company is now prepared to lurnish this 
Signal to railroad companies at a reasonable price, and to 
guarantee it to be fully as represented. As the Hall Signal 
Company is the sole owner of this remarkably valuable con- 
tribution to the signaling art, and as consequently the United 
States Letters Patent applied for will undoubtedly be of che 
broadest possible character, all Intending purchasers arc 
hereby warned to respect the Hall Signal Company's rights 
in the same. 

THE HALL SIGNAL COMPANY 

NEW YORK CHICAQO LONDON BRUSSELS 
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LIST OF RAILWAY COMPANIES USING 
THE HALL SIGNAL COMPANY'S SYSTEMS 
OF AUTOMATIC ELECTRIC BLOCK SIGNALS 



Atchison, Topeka & Santa Pe. 
Boston & Albatif. 
Baltimore & Obio. 
Boston & Maine. 

Canadian Paciflc. 

Cbkago, Rock Island & PaclQc. 
Chicago & North Western. 
ClnclQDatl. Hamlltan & Dayton. 
Chicago, Milwaukee & St. Paul. 
Chicago & Eastern Illinois. 
C. B. B. & O. Street Rallwaj. 
C. & N. T, Traction Co. 
City By., MadlsonTllle. 
Chic, St. Paul, Minn. & Omaha. 
Colnmbus, Sandusky & HockiDg. 
Chic. New Orleans & Tei. Pac. 
Chicago & Alton. 



e & Wyoming Valley. 



ininoU Central. 

. Kan. City. Ft. Scott & Uemphli. 

Lehigh Valley. 
Lob Angeles Ter. Co. 
Lake Shore & Michigan So. 
Louisville & Nashville. 

Met. Underground (France). 
Michigan Central, 
Midi (France). 

New York. Chicago & St. Louis. 
New Jersey & New York. 
N. Y. Central & Hudson River. 
N. v.. New Haven & Hartford, 
Norfolk & Western. 



Oregon Short 

Fblladelphla 
Paris, Lyons 



Line. 



I Med. 



Staten Island Rapid Transit. 

Sidney & Loulsbecg. 

Southern. 

Switch Back, Maucb Chunk. 

SoDthern Faclflc. 

St. Louis, Keokuk & No. West. 

Ujiloii Pac I He. 



THE HALL SIGNAL COMPANY 



NEW YORK 
CHICAGO 



LONDON 
BRUSSELS 
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Tatylor Signak.1 Compaivy 

Main Offlea ana Work*. • Buff&.lo, N. Y. 
JVwMtarn Officm. Honadnock Block. ChictlLgO 



TAYLOR ELECTRIC 
INTERLOCKING SYSTEM 



Every Railway Official Interested in securing the very best 

system of interlocking for bis line staould carefully 

read and investigate the following claims 

made tor the Taylor System. 



Some of the eLdv&.ivta|ea |M>i>e>ied by (be T&.ylor Syatem over 
machanical ■yitenti -g interlocking are ki follows ; 

1. — It is absolutely unaffected by chaogeH in temperature whereas 
failure to promptly adjust mechanical connections to suit a 
sudden rise or fall of temperature may fesult in giving droop- 
ing signals, which are likely to be mistaken for clear signals. 
2.— The breaking of any of the essential PonnectioDs in the Taylor 
System can at worst only prevent the clearing of a signal ; 
similar breakage of connections in a mechanical system may 
cause the false display of a clear signal. 
3. — In a mechanical system of interlocking, no derail, switch, mov- 
able point frog or bars at a distance of 900 feet or over from 
the tower should be operated. For safety, the English Board 
o{ Trade regulations limit the distance at which trailing point 
switches can be worked to 900 feet, and in tbe case of facing 
points, this distance Is restricted to 540 feet. Even at these 
distances, the dangers incident to breakage of pipe have led 
tbe London and North Western and a number of other English 
Railways to adopt an expensive steel channel section instead 
of pipe. 

With the Taylor System any derail, switch, movable point 

og o bar can be as quickly and as safely operated at a 

d H an e of a mile as at a distance of a toot from the tower. 

Id onseq enee, at many places where two or more mechan- 

a p an would be required, a single Taylor plant can be 

ns a ed ns eftecting a great saving in cost of operation. 
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4. — 'At busy pulntB where from three to lii eight hour men would 
have to be employed, far the operation of ■ mechanical plant, 

two twelve bour men will suffice for the operation of a Taylor 

5. — At many points, such as at stationa, in yards or where there 
are street crossings, it ia frequently very deairahle to avoid mn- 
ning the many pipe end wire lines required in a mecbanicB] 
plant; where the Taylor Systen ia employed, all the leadoot 
wires from a tower having the equivalent of 200 mechanical 
leveni, can be contained in a conduit having a cross section 6 
inches by 6 inches as against a width of approximately 83 feet 
for a similar mecbanical plant. 

S. — Where a mecbanical plant Is employed, any considerable change 
Id alignment or grade of tracks practically necessitates the 
rebuilding ot the plant at great cost, whereas similar change* 
made where a Taylor plant is in use will require practically no 
expenditure to make the interlocking suit the new conditions. 

T. — Where mechanical signals are used it is always difficult and 
expensive to suitably work tbem in conjunction with a system 
of automatic electric block signals; whereas, the Taylor signals 
being purely electric, can, without change or added cost be 
employed as interlocked signals under track circuit control, 
thus naturally forming a part of the automatic block system. 

8.— Owing to the fact that in the Taylor System there are no 
moving parts between interlocking machine and switches and 
signals controlled by it, and owing to the further fact that 
well insulated wires enclosed in a suitable conduit above 
ground, will far outlast tbe iron pipes and wires of a mecban- 
ical system, the cost of maintenance of a Taylor plant Is far 
less than of a mechanical. 

Some <f (he ■Ldv&.nl&^ci possessed by the Ta^ylor Systeoi over 
other pouter systems ^ inlerlockin^ are a.s lollowi : 

1. — The Taylor System has the only perfect method of indication, 
in that tbe indication is given instantaneously when and only 
when a switch has completed its movement and ia properly 
locked. Crosses, whether temporary or permanent, between 
indication wires and any other wire or wires at the Taylor 
System cannot produce a false indication aacli as can occur 
in other systems employing electro-magnetic Indications ; nor 
does it require a period of time varying from two to twenty 
seconds for the indication to be given, as In systems employing 
other means of indication, for when a switch has made Its 
proper movement and Is locked in its proper position, the in- 
dication is given instantly whether the switch be distant only 
one foot or a mile from the interlockii^ machine. 
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—The Taylor is the only power system that cen be Batisfactorily 
employed for the operation of plants baying a small number 
of HWitchee and ei^ala. The Taylor System is in satisfactory 
service where as few as six working levers are employed, and is 
perfectly adapted for use at all junctions, croesingB, draw- 
bridges, tunnels, stations, yards, passing sidings, etc., where the 
distances between extreme switches or signals are greater than 
can be safety or satisfactorily covered with a mechanical plant, 
even though there be only a very tew signaJa and swltchea 
to be operated. 

— The cost of producing power for the Taylor System will rarely 
or never exceed one per cent, of the coat in any other power 
system. For example, If in a system using compressed air 
for operating switches and signals, the cost of coal and serricea 
of men employed in running power plant is $400.00 monthly, 
the total cost of producing power for a Taylor plant doing 
precisely the same work will not exceed four dollars monthly. 
Many times more electric current is consumed in certain power 
plants for valve control and indication purposes only, than is 
used for both operation and indicaticm in a Taylor System. 

— ^The cost of maintenance and renewals in a Taylor plant will 
be only a very small percentage of the cost of maintenance 
and renewals in any other power plant. This can be readily 
understood from the fact that more feet of electric conductor 
are employed in certain power plants than would be used In a 
Taylor, and in addition there are ail the pneumatic pipes ; in 
other power plants, more feet of iron pipe are used than feet 
of small electric conductors in a Taylor System, and anyone 
having experience with the rapid deterioration of iron pipes 
placed in the soils found about railways will have no difficulty 
in nnderstanding how much shorter lived these underground 
pipes will be than well insulated copper wires placed in a suit- 
able conduit above ground. Nor will it be difficult to under- 
stand bow much more costly it will be to make repairs to such 
pipes placed several feet underground than it will be to repair 
a break or a leak in an above ground electric wire. 

—The Taylor System is absolutely unaffected by change in tem- 
perature ; other power systems sometimes experience very 
serious troubles during extreme cold weather. 



TAYLOR. SIGNAL COMPANY 

Main Offlcm and Worki, . BUFFALO, N. Y. 
Wwitmrn Offlcm, Hon&.dn«ck Block, CHICAGO 
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Bhe Low Pressure PiveumaLtic 
Iivterlockinif Sigiva.1 System 

is the cheapest to maintain, easiest 
to opei^te. and safer than any sys- 
tem of power signaling in the world. 
In use on the New York Central 
& Hudson River, Erie, Philadelphia 
& Reading, Long Island, Chicago & 
Western Indiana and other railroads. 

l.OOO Levers Under Contract 
on One £n^li$K H.ail^way 

In the Grand Central Yard, New 
York City, there are 135 signals, 
121 switches with 135 working levers 
and 16,000 lever movements per day. 
Labor cost, maintenance and cost 
of material for maintenance one-half 
that of any plant of this size, 
equipped with any other system. 
Experience of three winters at 
Buffalo has demonstrated, beyond 
any shadow of a doubt, that low 
pressure air does not freeze. 
Barring snow between stock rail and 
switch points, the system works 
equally well in winter or summer. 

PNEVMATIC RAILWAY SIGNAL CO. 

Beckky BiiUdin«, Kockester, N. Y., V. S. A. 
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Standard Signal Co. 

MaJn Offke ud ITcck* 

TROY, N. Y. 

NEW YORK ancAGO 

M Wall Street 1032 Mooxloocfc 



Low Pressure 
Pneumatic Interlocking 



Mechanical Interlocking 



Block Signaling 



EVERYTHING IN ABOVE UNES 
OR RELATING TO SAME 

Every Railroad Officer should examine the operation 
of our Pneumatic Interlockingf Machines 

See the 175 Lever Low Pressure Pneumatic Machine 
at Grand Central Station, New York CHy 
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BLOCK SIGNALING 

Safety and Increased Traffic Capacity 

Recent installation on a prominent line 
increased the traffic capacity 50 per cent. 

Controlled Manual Block Systems 

The Union Lock 
and Block System 

FOR S[NGLE AND DOUBLE TRACK 

The Union Hl^h Speed 
Train Staff 

COMPLETE PROTECTION FOR SINGLE TRACK 



The Union Switch and Signal Co. 

Ccncra.1 OfKcc k.nd Worki 

SWISSVALE. PA. 

Bai>«m«v«r Bultdtng 

NEW YORK 

Uirntwerth Buii 

BOSTON 
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AUTOMATIC 
BLOCK SYSTEM 

ELECTRIC SIGNALS 

SEMAPHORE and DISC 

Wireless or Polarized Track 
Circuits 

Westin^house 
Electro-Pneumatic System 

Track Circuit System 

FOR ELECTKIC RAILWAYS 



The Vnion Switch and Signal Co. 

Genenl OfHee k.nd Worta 

SWISSVALE, PA. 

Macamuywr Bulltllng JVsnadnocft aulldlag 

NEW r<HtK CfllCAGO 

WmttiwartH Bulltltng 

BOSTON 
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INTERLOCKING 

Terminals 
Junctions 
Draw Bridges 
Grade Crossings 

The Westinghouse Electro-Pneumatic 

THE IDEAL POWER SYSTEM 
FOR LARGE INSTALLATIONS 

Frogs, Switches, Slips, 

Switch Stands, Etc. 
Highway Crossing Signals 



The Vnion Switch and Signal Co. 

Ciienl Offic Lnd Work. 

SWISSVALE. PA. 

jriiD«m«y*r Building Monaanoek Building 

NEW YORK CHICAGO 

Wentamrth Building 

BOSTON 
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RAILROADS 

SUPPLIED 

IMMEDIATELY 

■WITH 

ELECTRICAL MATERIAL 

FOR 

Telegra.pK 
Telephone ativd 
Slgnail Systems 

BsLtteries, Bells, Wires, Tele^rSLpk 

Instruments, a^tii Supplies 

of slII Kinds 

SHIPMENTS DIRfCT FROM STOCK 



J ELECTRICAL SUPPLIES j 

264-266-268-270 Fifth Avenue, Chicaiio 
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TRADE MARK. 

HHE BEST WIRE 
is none too ^ood for 
use "witK tKe BlocK 
System or anywhere else 
that GOOD insulation is 
required. ><• For -wearing 
qualities OKONITE HAS 
NO EQUAL, the insula- 
tion bein^ far superior to 

any other 

IT IS MADE TO LAST. 

(Urttiml €lrtirirCanqmu^ 

GENERAL "WESTERN AGENTS 



264-266-268-270 Fifth Avenue, Chicago 
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L ELECTRIC UOHTINQ ENOIN 



They gioe a perfectly steady tight 
Require little attention 
^re no expense except when 
actually furnishing lights 



GASOLINE ENGINES 



FOK ALL 



■WE BUILD- 



COALING STATIONS, WATER. STATIONS. HACHINEiLr 
FOR. OPERATING TVR.NTABLES. BALLAST LOADERS. 
CONCRETE M1XER.S. ^^^^■•f^yfif 



FAIRBANKS, MOUSE <& CO. 

ChicB.4o CindnnB.ti OmBLbk. SB.n Frniciico 

DelToit Louitvillc SI. Loui* Lo* AnMle* 

lndi>.nB.|wlia St. Paul Kanau Cily PonlB.iii. On. 

Clcrela.nd MinnMjMlU Denver Still L*.kE Cify 
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OASOLINC AIR COM PRESSOR -SIZES I 



COMPACT, ECONOMICAL 
RELIABLE 

It's an i(l«&l outfit ^vherever compressed air is used 
— for signal inrorK, pneuraatic toola, sprayinfj and 
painting, air lifts, etc. Can be mounted on flat car, 
if portable outfit desired, or set on permanent 
foundations in shops. 'Write us for furtber 
particulars 

Reli&ble RaLilwaLy Supplies 

HAND CAKS. PVSH CARS, VELOCIPEDES, MOTOR. CARS, 
R.AIL BENDEILS. TRACK JACKS. TK.ACK TOOLS, CATTLE 
GVAitDS, TANKS AND FIXTURES. ^ ^ ^ ^ ^ ^ ^ 



FAIRBANKS, MOUSE ®. CO. 



.- Cineiniuli Oni*.bk, Sa.n Fm.n^K« 

Delroil LniHTillc Si. Loui* 

IihIhiu.|»Ih Si. P&uI _ KsjUM Cil> 



Por<ik.na, 0— 
Sail La.kB Cili 
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Edison Primary Batteries 



"TYPE 88" 
1^ LEADS THEM ALL -^H 
STANDS THE COLD WEATHER 

In a comparative battery teat male hj tli« Union Swltcb 
and Sixnal Co. daring last winter, in 'which ALL MAKES of 
Caustic Soda Batteti«a on tlie market WERE SUBJECTED TO 
THE SAME CONDITIONS, the EDISON- LALANDE BATTESY 
TYPE SS WAS TEE ONLY BATTESY TEAT DID NOT FAIL 
nr TEE EXTREME COLD WEATHER, bnt continued to work 
the signal without interruption nntil the charge wai entirely 
exhausted. 

wnu Mr CmtalogMi* No. 42 

EDISON HANUFACTURINQ CO. 

Factory, Orange, New Jersey, n. S. A. 

New York Office, ISB Fifth Avmu*. Chicago, Office, 1*4 W»h«iih Avenue. 
Foreign Department, 15 Cedar Street. New York. 

BAIRD'S SIGNAL GLASS 

Nels Signal YELLOW Nels Signal RED 

iPMHitol Jaa. II, MM) {S*M) 

^els Signal QREEN 
Nels Signal PURPLE Nels Signal BLUB 

Balrd'i Nell lignal glutei are of perfect ind uniferm color. 
BiirH'i Neli red ii thg onl) glatt that ii red clear through. 
Balrd'i Nelt yellow It Iha preducl of eihauitUe etparlmentl 
made on th« Nbw Yerk. Kea Haien & Hertlord, and It the 
•tandard tignal glaii on that road. Hat been tn general ute 
for taierai jreart and gliae perfect eattttactlon. . . It It 

THE ORIQINAL DISTINCTIVE DISTANT SIGNAL 

JOHN C. BAIRb 

83 Franklin Street, BOSTON, MASS. 



50byGoo>^le 



50byGoo>^le 



50byGoo>^le 



50byGoo>^le 



D.qilizMbvG00l^le 
t 



50byGoo>^le 



50byGoo>^le 



